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SAVE RELICS OF 


ELSTUN H 
i 


Mr. and Mrs . R. S. Dav is Pos s e s 


She e p Sk in De e d Be aring Sig­ 


nature of De c e as e d Pre s ide nt. 


SIGNED 
BY 
JAMES 
MONROE 


Many Othe r Things That Hark Bac k 


a Ce ntury Ago Dis pos e d of at 


Re c e nt Els tun Sale . 


Relativ es an d those who atten ded 
the sale of person al property at the 
home of the late 
Freeman 
Elstu n 
east of Milroy 
last 
week 
harked 
back almost a cen tu ry when they 
v iewed some of 
the 
relies 
which 
were stowed away in the old Elstu n 
homestead, which is probably 
the 
oldest hou se in Ru sh cou n ty . 


Thin gs that were u sed 
abou t a 
farm home eighty -fiv e an d 
n in ety 
y eay s ago were fou n d in the attic, 
an d all of them that were n ot claim­ 
ed by relativ es were placed on sale 
an d 
brou ght 
good 
prices 
ev en 
thou gh they were 
worthless on ly 
for relies. 
* 


Mr. an d Mrs. R. S. Dav is of this 
city hav e probably the two most in ­ 
terestin g thin gs fou n d 
amon g 
the 
papers of the late Mr. Elstu n . Mrs. 
Dav is was a dau ghter of Mr. Elstu n 
At their home 
in 
North 
P e rkin s 
street is a deed on sheep skin show­ 
in g when Eli J. Elstu n , gran dfather 
of Mrs. Dav is, en tered the lan d in 
An derson 
town ship 
on which he 
liv ed man y y ears an d reared a fam­ 
ily of sev eral children . 
The deed i> 
dated 18 23 an d con tain s 
the 
per­ 
son al sign atu re of James 
Mon roe, 
presiden t of the Un ited States. 
In 
those day s the presiden t 
had 
to 
sign the deeds for all n ew lan d en ­ 
tered. 


There were three separate papers 
of sheep skin which were sign ed by 
the presiden t an d all of which were 
n ecessary in en terin g the lan d. 
The 
first on e 
showed 
that 
application 
had been made. The secon d on e, is­ 
su ed a y ear later, showed the appli­ 
cation had been gran ted 
an d the 
third on e, issu ed still an other y ear 
later, was the deed for the lan d. 
Also amon g the papers of the de­ 
ceased was a copy of the New York 
Herald of 18 5 7 , which is n ow in the 
possession of Mr. an d Mrs. Dav is. 
Eli Elstu n was a cooper by trade 
an d came here from Ohio in 18 20. 
Ev en thou gh he en tered u p a tract 
of lan d, he spen t a good part of his 
time at ply in g his 
trade. 
As 
his 
boy s grew u p they worked steadily 
u n til the farm was cleared. 
Mr. Elstu n was a n atu ral mechan - 
is 
an d 
obtain ed paten ts on man y 
dev ices in u se in those day s. 
He 
made rakes, rev olv in g chu rn s 
an d 
hu n dreds of other thin gs. 
P aifs of 
these in v en tion s of his were fou n d 
stowed away in the attic of the old 
home an d man y of them were dis­ 
posed of in the pu blic sale. 
For ex ample, prized so high as a 
j*elic was it that on e 
of 
the 
old 
chu rn s which Mr. Da.is fitted 
u p 
an d pu t together sold for more than 
$2. 
Six ty teeth of hickory win » h. 
the elder Mr. E ls tu n bad made for 
his rakes brou ght ov er a dollar. r! he 
man who pu rchased them said he 
w ou ld u s f it as fen ce elects 
They 
were in perfect 
con dition 
thou gh 
they were ov er a half cen tu ry old. 
When the thin gs wore display ed 
at the sale, 
a 
prospect*.e 
bu y er 
poin ted to an in stru men t an d asked 
what it was. 
The man wav al * u t 
six ty y ears old. 
“That’s the shu ttle off a loom,” 
replied Mr. Dav is. 
“I n ev er saw on e like i!,*’ he said. 
“That’s differen t than an y otaers 
of those day s,” ex plain ed Mr. Dav is. 
Co ntinued o n Pa g e s. 
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Was Out Only Short Time on Cas e 


He ard Ye s te rday . 


The case of James 
O. 
Du rham 
again st Adie C. En os on a con tract, 
deman din g $200, was heard today n 
the circu it cou rt by Ju dge Megeo. 
Mr. Du rham bou ght a store of Mrs, 
En os an d afterwards they ’ fam e 1 
a partn ership. He alleges she io'a- 
ted a con tract. 
H. E. Barrett rep­ 
resen ted Mr. Du rham an d Will M. 
Sparks, Mrs. En os. 
The ju ry in the ease of William E. 
Woods an d Ed M. Reece again st Eli 
Archev , on a n ote an d foreclosu re, 
deman din g $95 , which 
was 
heard 
y esterday , fou n d for Mr. Arehey af­ 
ter bein g ou t abou t on e-half hou r. 
The case occu pied the en tire day . 


POINTS 10 VALUE THOUSANDS ARE 


Re v . R. W. Nairn Pre ac he s Ope ning 


Se rmon at Unite d Pre s by te rian 


Re v iv al Monday Night. 


SERVICES 
EACH 
EVENING 


RECEIVED 3 09 .00 


Se mi-Annual 
Dis tribution 
of 
the 


State Sc hool Fund is Made by 


Gre athous e . 


Cottage Pray e r Me e tings Are He ld 


Eac h Morning at Te n and Bible 


Study at 2:1 5 p. m. 


PLANS HELP POOR COUNTIES 


Un der the semi-an n u al distribu ­ 
tion of the state school fu n d this 
mon th, which has ju st been made, 
lu sh cou n ty will receiv e $9,38 9.6 0 
which is, as u su ally is the case, less 
han the cou n ty paid in to the stale 
fu n d. 
The 
en u meration 
showed 
4,8 40 children of school 
age, 
be­ 
tween 6 an d 21, in the cou n ty , an d 
he distribu tion is on the basis of 
1.94 for each on e. 
Each y ear there is dedu cted from 
the state school tax , collected from 
the cou n ties, 5 .2 per cen t., 
to 
be 
u sed as what is kn own 
as a 
defi- 
îen cy fu n d. 
This '» mou n t is paid 
to“*chools in the poorer commu n ities 
of the state, which otherwise cou ld 
n ot main tain their in stitu tion s n ear­ 
ly so lon g as other schools of the 
state. 
With this aid these school 
corporation s are able to keep their 
schools open sev eral mon ths lon ger 
than if the deficien cy fu n ds were n ot 
av ailable. 


TW EN TY F IV E YEARS AGO. 


The Mu n cie Press, su ccessor to 
the Mu n cie Herald, prin ts a colu mn 
daily of importan t in ciden ts in In -' 
dian a twen ty -fiv e y ears ago, as re­ 
cou n ted in the Herald at the time. In 
the colu mn last Satu rday was the 
followin g: 
“Ru shv ille will shin e af­ 
ter n ight with electric street lights.” 
This was soon after the time the 
water an d light plan t had r ein in ­ 
stalled here. 


GRADES GIVEN OUT. 


(By United Preis.) 
Bloomin gton , In d., Jan . 13.— 
G irls 
carried off the hon ors in mathema­ 
tics at In dian a Un iv ersity , accord­ 
in g to date collected by Professor 
Dav id Rothrock of the departmen t 
of mathematics. With half as man y 
stu den ts, the 
women 
made 
more 
grades of the two highest 
classes 
than the men . 


TO OPEN OFFICES. 


(By United Press.) 
In dian apolis, 
Jan . 
13.—Offices 
will he open ed in this city within a 
week or two by the In dian a Man u ­ 
factu rers 
Association . 
Fr^n k 
M. 
Smith, former chief depu ty collector 
for the In dian apolis rev en u e district, 
n ewly elected secretary of the As­ 
sociation , will hav e charge of the 
offices. 
Before en terin g the in ter­ 
n al rev en u e 
serv ice six teen y ears 
ago, Smith practiced law at Brook- 
v ille, In d. 


A rev iv al meetin g open ed at the 
Un ited 
Presby terian 
chu rch 
last 
n ight with good atten dan ce despite 
the sev ere weather. 
The Rev . R. W. 
Naim of Zan esv ille, Ohio, is here for 
the meetin gs an d will speak each 
ev en in g 
at 
sev en -thirty 
o’clock. 
Each aftern oon at two-fifteen Bible 
stu dy is held at the 
chu rch 
an d 
each morn in g at ten . cottage pray er 
meetin gs are held. 
For his theme last n ight the Rev . 
Mr. Nairn took 
the word “Ready .” 
“Vi hen a boy , reared on a farm,” he 
said, “I was promised on e sprin g, If 
I wou ld be a good boy an d work 
hard du rin g the y ear, that I cou ld go 
to the St. Lou is world’s fair. 
I was 
committed to the care of a man who 
was in terested in boy s, an d as it 
was my first v isit to a large city , n o 
on e n eeded to be told I was from 
the cou n try . 


“He took me to the fire station 
an d showed me the horses an d en ­ 
gin es. 
He told here ev ery thin g was 
in readin ess to respon d 
when fire 
broke ou t. What a pictu re of readi­ 
n ess? 
Ton ight I wan t y ou to look 
u pon some pictu res of readin ess in 
the word of God.” 


The min ister adopted the prem­ 
ise that the sin n er is 
ready 
to 
perish an d based it on Deu t. 26 :5 : 


“ A Sy rian was my father ready to 
perish,” was the con fession the He­ 
brew was requ ired to 
make 
u pon 
presen tin g the first basket of fru it 
u n to the lord. 
“How sad it is,” he ex claimed, “to 
stan d by an d see some of ou r fel­ 
lows perish an d be u n able to deliv er 
them! What has a sin n er to do in 
order to perish? 
Nothin g. 
He is 
n ow lost. 
He is 
n ow 
con demn ed. 
If Christian people really 
believ ed 
this 
to be the con dition of the u n ­ 
sav ed, wou ldn ’t they be more con ­ 
cern ed abou t rescu in g 
the 
perish- 


E 


De moc ratic Tre as ure r Ac c e pte d Cor­ 


poration Mone y . 


Late Re ports From Kac os hima Vol­ 


c anic Dis tric t Indic ate One of 


Gre ate s t Dis as te rs . 


MANY BURIED UNDER HOT LAVA 


Re fuge e De s c ribe s Horror of Erup­ 


tion Whic h Le ft De s truc tion 


in its Wak e . 


(By United Press.) 
New York, Jan . 13.—Arthu r A. 
McLean , the treasu rer of the Demo­ 
cratic state committee, today plead­ 
ed gu ilty in the New York su preme 
cou rt here on an in dictmen t which 
charged him with 
acceptin g 
con ­ 
tribu tion s from a corporation in v io­ 
lation of the state corru pt practice 
act. 


At Las t De moc rats Who Call The m­ 


s e lv e s Progre s s iv e Ele me nt Are 


Re ady to Fight Taggart. 


O ILY '’ TO M ’S ANSW ER TO T H IS 


LUÍS » 
BE » 


E 


Wire le s s 
Communic ation 
With 


Ste ame r Cope quid in Bay of 


Fundy Are Brok e n Off. 


PASSENGERS 
ON 
VESSEL 


(By United Press.) 
Tokio, Japan , Jan . 13.—Sev eral 
thou san d men , women an d children 
arp believ ed dead in the Kacoshima 
v olcan o district an d late reports in ­ 
dicate on e of the 
world’s greatest 
disasters. 
With the first eru ption the city of 
Shku in shama 
was 
en v eloped 
in 
flames. 
Three v illages were cov ered 
with lav a an d 
most of the 
15 ,000 
people perished. 
A city on the main lan d with a pop­ 
u lation of 6 4,000 was probably de-1 
United Press.) 
stroy ed. 
Thou san ds of fleein g peo- 
St. John , New Bru n swick. Jan . 13. 
pie who escaped from the bu rn in g —,MWe fear the worst,” said George 
v illages an d cities were trapped in IL Flood, marin e su perin ten den t of 
the blazin g 
fu rn aces. 
Soon the I St. John , this aftern oon when ev ery 
white rock belched forth the fiery effort failed to get an y where as to 
v olcan ic lav it. 
These u n fortu n ates the con dition of the roy al steamship, 
were bu rn ed to death. 
Copequ id which is ashore in the bay 
En ormou s rocks were hu rled twen - of Fu n dy . 
A gov ern men t steamer 
ty miles in lan d an d for distan ces of an d two tu gs were dispatched for re­ 
eight miles the railroads were block- lief7 
ed by v olcan ic rocks. 
Train loads 
The Copequ id is ashore in on e of 
of Refu gees were cu t off an d had to the most dan gerou s places in 
the 
flee on foot. 
bay . 
Wireless commu n ication s with 
A refu gee who arriv ed in Negaski I the wrecked steamer ceased at n in e 
o’clock this morn in g an d 
u n til 
a 
gov ern men t boat reaches the scen e, 
a dozen hou rs will 
hav e 
elapsed 
sin ce she stru ck the dan gerou s cliff. 
There will be n o word as 
to 
the 
safety of the crew an d passen gers 


Fre nc h Lic k 
Bos s Say s 
the “ For­ 


ward Look e rs ” 
Are 
Env ious 


And Wont Play the Game . 


mgT 
The Lord is ready to serv e 
the 
sin n er who is perishin g, asserted the 
speaker 
an d 
qu oted 
from 
Isa. 
38 :20. 
“The Lord was 
ready 
to 
sav e me.” 
Jesu s prov ed this as he 
talked with the women of Samaria 
at Jacob’s well an d sav ed her. Dr. 
Nairn poin ted ou t. He prov ed to be 
ready to sav e the sin n er on the cross 
who was ready to perish, tjie min is­ 
ter recalled. 
Again we are told, he said, that 
“God is n ot willin g that an y shou ld 
perish, bu t that all shou ld come to 
rej>en tan ee” an d “Say u n to them as 
I liv e saith the Lord, I 
hav e 
n o 
pleasu res in the death of the wicked ; 
bu t that he tu rn from 
his 
wicked 
way an d liv e; 
tu rn y e, 
tu rn 
y e 
from y ou r wicked way , for why will 
y e die.” 
The Rev . Mr. Nairn poin ted ou t 
that God is ready to pardon the sin ­ 
n er wlio i> ready to perish an d qu o­ 
ted scriptu res to hack 
this 
asser­ 
tion . 
He recalled, too, that Pau l is 
ready for serv ice. Pau l was on ce a 
sin n er, he said, ready to perish, an d 
met the Lord who was ready to sav e, 
an d God who was ready to pardon 
an d n ow he is ready 
for 
serv ice 
ev en in the most difficu lt an d dan ­ 
gerou s field. 
The Rev . Mr. Nairn poin ted ou t 
that Lord is ready to ju dge the liv ­ 
in g an d the dead an d that Pau l was 
Co ntinued o n Pa g e 8. 


today from Shkn iashama gav e the 
followin g accou n t of the disaster: 
“The eru ption started su dden ly with 
colu mn s of smoke an d flames in the 
crater. 
Hu n dreds of in habitan ts of 
the islan d in the gu lf ru shed to the 
beech an d climbed aboard tu gs an d I tin til then , 
steamers which carried them across 
three miles of water to Khku iasha- 
raa, with ston es an d particles of hot 
white metal fallin g on the deck all 
the time.” 
At Shku iashama the heat was in ­ 
ten se. 
The con stan t in creasin g hail 
of blowin g cin ders made it impossible 
for the citizen s to remain . 
The hor­ 
ror was in creased by 
the shakin g 
cau sed by the 
in cessan t shocks of 
the qu akes throu ghou t the day . 
People fled in disorder alon g the 
highway . 
They had aban don ed ev ­ 
ery thin g an d soon were su fferin g al­ 
so from the lack of food an d water. 
Latest reports from the islan d of 
Kiu shiu , where a v olcan o destroy ed 
a v illage an d sev eral town s are that 
fears are 
en tertain ed 
that man y 
Japan ese were killed. 
Three relief 
v essels hav e been sen t there by the 
gov ern men t. 
The v olcan o literally blew its head 
off, the mou lten lav a cov erin g thou s­ 
an ds of 
helpless 
people in their 
homes. They had n ot taken warn in g 
from a series of a hu n dred distin ct 
qu akes sin ce Satu rday . 
Streams of lav a bu bbled u p slowly 
in the crater y esterday . 
When the 
qu ake began , thou san ds left for the 
main lan d by boat, bu t people who 
remain ed on the islan d were cov ered 
with lav a when 
the most 
v iolen t 
eru ption came last n ight. 
The popu lation of 
the islan d is 
abou t 16 ,000. 
Un con firmed reports 
say that a large percen tage of the 
people were cov ered with lav a. 


PUB E N M E BE 


JAIL S4IB T 0 HELP 


She riff Admits at Indianapolis Fre d 


Sc hmidt Has As s is tanc e in 


Mak ing Es c ape . 


TWO OF QUARTET ARE CAUGHT 


TWO NEGROES LYNCHED. 


(B y United Press.) 
Tampa, Florida, Jan . 13.—After 
bein g permitted to sin g a hy mn an d 
pray , Lewis Peck an d Waldo Jon es, 
n egroes, were today ly n ched for an 
attack on a white plan ter. 


The W. R. C. will hold a pu blic 
in stallation of officers in the G. A. R. 
room in tlie cou rt hou se tomorrow 
aftern oon at two o’clock. 
All mem­ 
bers are u rged to be presen t. 


(By United Press.) 
In dian apolis, In d., Jan . 13.—That 
Fred Schmidt, jail bird, who was 
shot an d captu red at Pittsbu rgh to­ 
day while passin g u n der iin alias, 
paid an employ e of the 
local jail 
$400 to help in the escape of fou r 
prison ers last week, was admitted 
here this aftern oon by 
the sheriff. 
He is makin g an in v estigation . 


(By United Press.) 
In dian apolis, 
In d., 
Jan . 13.—At 
last the opposition to the leadership 
of Thomas Taggart in 
the 
Demo­ 
cratic party of In dian a is organ ized. 
While the Fren ch Lick 
bu sin ess 
man lias been leadin g his party to 
complete con trol 
ov er 
the 
state's 
gov ern men t an elemen t within the 
party which calls itself the u rogres- 
siy e elemen t, bu t which the Taggart 
men say is en v iou s an d won t “play 
the game,” has 
bitterly 
criticised 
him. 
Today 
the 
opposition 
to 
“Smilin g Tom” is cen tered in the 
n ewly formed Wilson an d 
Bry an 
leagu e of In dian a. 
W hat 
power 
the 
progressiv e 
Democrats will wield is problemati­ 
cal. 
At presen t they do n ot talk of 
breakin g away from the Democratic 
party like tlie Bu ll Moosers left the 
G. O. P . 
“This mov emen t is on e for meas­ 
u res,” s a y s the resolu tion s adopted 
by the Wilson an d Bry an Leagu e. 
“We bear malace toward n o man or 
men an d we hav e n o 
pu rpose 
to 
make warfare ex cept as it is n eces­ 
sary to preserv e the prin ciples of the 
Democratic party . 
Let u s profit by 
the sad ex perien ce of the Repu bli­ 
can party .” 
A state-wide primary law Lor the 
n omin ation of all 
can didates 
for 
office, 
a 
con stitu tion al con v en tion , 
a rev ision of the ru les of the low er 


hou s-es of the gen eral assembly an d 
the econ omy are the deman ds Hin du 
in the resolu tion s. 
Behin d these deman ds is the in ­ 
flu en ce of the state's en din g Demo­ 
cratic organ an d the person ality of 
su ch well-kn own men as Albert J. 
Ven eman 
of 
Ev an sv ille, 
Charles 
Deidler of Sou th Ben d, Ju dge Law­ 
ren ce Becker of 
Hammon d, 
Jes-e 
Wade of Mt. Vern on , Represen ta­ 
tiv e Earl Crawford of Milton an d J. 


Co ntinued o n P a g e 2 . 


“ SELLO - GRAMS” 


* 


? 


LONIS FAZZO CAUGHT. 
(By United Presp.) 
In dian apolis, In d., Jan . 13.—Word 
was receiv ed here today from the 
n av al recru itin g station in Chicago 
that Lou is Fazzo, on e of the qu artet 
who escaped from the Marion cou n ty 
jail last week, had 
been 
arrested 
when he attempted to en list. Two of 
the men are'still at large. 
Claren ce 
Harris gav e himself u p last Satu r­ 
day . 


ONE IN PITTSBURGH. 


(B y United Prew.) 
Pittsbu rgh, Jan . 13.—In a ru n n in g 
gu n fight with two detectiv es, a man 
who, it is claimed, is on e of the pris­ 
on ers who recen tly made a darin g 
escape from the In dian apolis 
jail, 
was probably fatally shot here today . 


Six th 
J. L. Champion of 
West 
street is seriou sly ill with periton i­ 
tis. 


¥ 
I❖ 
Î 


Liv e 
dealers 
are 
flashin g 
daily “SELLOGRAMS” to the 
pu blic throu gh the adv ertisin g J» 
colu mn s of this n ewspaper. 
X 
They are 
in spired 
by 
the X 
spirit of commerce— ex chan ge. XA 
These 
adv ertisers 
believ e 
they hav e goods or serv ice that 
y ou wan t. They fran kly tell 
y ou so; 
an d then let y ou de­ 
cide for y ou rself. 


When y ou come to thin k | 
abou t it, is there n ot a fran k- | 


ess an d a fairn ess abou t this 
way of doin g bu sin ess that in - X 
spires con fiden ce? 
% 
4* 
It is play in g the great bu si- 
n ess game in the open . 
4* 


To the stu den t, 
of affairs 
there is n o greater light on •• 
bu sin ess con dition s than n ews- 
X 
paper adv ertisin g. 


It 
is frequ en tly the best X 
readin g in the 
paper. 
It 
is 
gen erally the most helpfu l. 


Glan ce ov er today ’s 
“SEL- “ 
LOGRAMS” an d see if there is ** 
•J* 
n ot a person al message to y ou . * * 
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Continue 
Decline 
on 
Indianapolis 


Liv e Stock Market by Going 


to $8 .30. 


THE RECEIPTS SHOW CHANGE 


(By United Press.) ' 
Indianapolis, Ind., Jan. 13.—Hogs 
continued the decline on the market 
here today by dropping five cents 
more. 
The receipts were smaller. 
BEC EX FTS 
Hogs—5,000; 
steady. 
Cattle—1,400; steady. 
Calves—350; steady. 
Sheep—8 00; 
steady. 
HOOS 
Best heavies, 210 It), up, $8 .30(o 
8 .35; 
medium and mixed, $8 .30(a) 
8 .35; commons, 120 lb. up, $8 .30(a 
8 .35; 
best pigs, $7 50(0 7 .7 5. 
Bulk 
of sales, $8 .30(0 8 .35. 
C A T T LE 
Best steers, $8 .0Q(0>8 .50; 
choice 
heifers, $6.50(0.8 .00; 
choice cows, 
$5.50(0 0.7 5. 
S H E E P 
Spring lambs, $5.00(08 .00; 
best 
yearlings, $4.7 5 @ 5.50 
At Cinc inna ti. 
Wheat—No. 2 red, $1.01. 
Corn— 
No. 2, 7 1c. Oats—No. 2, 41c. Cattle— 
$4.00(8 8 .25 . Hogs—$5 .00@8 .45 . Sheep 
—$2.5 0@4.-5 0. 
Lambs—$6 .00@8 .35 . 
At Chic a go. 
Wheat—No. 2 red, 08 c. 
Corn—No. 
2, 6 5 c. Oats—No. 2, 39 c. 
Cattle— 
Steers. $5 .6 0@9 .30; stockers and feed­ 
ers. 
$5 .00 @7 .40. 
Hogs—$5 .00@S,40. 
Sheep—$4.7 5 @6 .05 . 
Lambs—$6 .7 5 @ 
8 .25 . 
At St. Louis. 
Wheat—No. 2 red, 9 9%c. 
Corn— 
No. 2. 7 0c. 
Oats—Xo. 2, 41c. 
Cattle 
—Steers, $5 .00@9 .7 5 . 
Hogs—$6 .00 @ 
8 .45 . Sheep—$3.7 5 @6 .00. Lambs—$5 5 0 
@8 .40. 
At Ea s t Buffa lo. 
Cattle—$3.7 5 @9 .6 0. 
Hogs—$6 .5 0@ 
8 .5 0. Sheep—$2.5 0@6 .25 . Lambs—$5 .5 0 
@8 .40. 
Whe a t a t Tole do. 
May , $1.04%: cash. 9 9 %c. 


Local Markets. 
T. H. Reed and Son are quoting 
the 
following 
prices 
for 
grain 
today, January 13, 1914. 
Wheat _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ 
92e 
Corn 
_ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ 
58 e 
Oats _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ 
38 c 
R ye _ _ _ _ _ _ _ _ _ _ 
58 c 
Tim othy_ _ _ _ _ _ 
- _ _ _$1.7 5 to $2.00 
C lover _ _ _ _ _ _ _ _ _ _ _ _ 
$7 .00 to $8 .00 


Poultry and Produce. 
The following are the ruling prices 
of the Rushville market, corrected to 
date—January 13, 19 14. 
Young T urkeys _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ 
15c 
Old “Toms” _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ 
13c 
Geese _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ 
8 c 
Hens and chickens 
_ _ _ _ _ _ _ _ _ _ _ _ 
11c 
Springers, lig h t _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ 
9c 
Ducks _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ 
10c 
Eggs ................................................ 25c 
Butter 
_ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ 
17 c 


Swifts’ digester tankage for Hogs 
J . P. Frazee. 
25 1tf 


B. CLARKE HYDE 


Ka ns a s City Doc tor Whos e 


Tria l 
Aga in 
Is Pos tpo/ie d. 


Kansas City , J an. 13.—The fourth 
trial of Dr. B. Clarke Hy de, charged 
with the murder of Colonel Thomas H. 
Swope, was postponed when the coun­ 
ty prosecutor set forth that the case 
could not go to trial because of a suit 
filed in the circuit court by two tax-! 
pay ers to enjoin the county court from 
pay ing the ex pense of further prosecu­ 
tion of the phy sician. 
The injunction j 
suit has not been set for trial. 


*r 
* 
a mus e me nts 
+ 
«1* 
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The P rincess will show a two reel 
Kalem “The Man 
Who 
Vanished” 
for the 
opening 
picture 
tonight. 
Carlyle Blackwell and 
an 
all-star 
cast produces the picture. 
It is a 
thrilling story and the ^climax comes 
when the door of a steel 
vault is 
blown open to release its prisoner. 
1 he other is a Bograph comedy en­ 
titled “In the Hands of the Black 
Hand.” 
Friday night* Karl Williams 
and Madame Ideal will be shown in 
the feature picture “The Diver.” The 
scenes are around Niagara and was 
posed especially by Madame Ideal, 
who is an expert swimmer for the 
\ itagraph company. 


The Gem will show a two reel, 101 
Bison entitled “From 
Dawn 
’Till 
Dark” for the first picture tonight. 
Grace Cunard and Frances Ford are 
featured. 
It is said to be a clever 
Indian story. 
The other is a Joker 
comedy “Throwing the 
Bull.” On 
Thursday night a double bill will be 
shown including the Marion Leon­ 
ard feature “In the Watches of the 
Night” and the Edwin August fea­ 
ture “Stolen identity.” 
The picture 
showing Marion Leonard is in three 
reels and the story deals with the 
heorie efforts of 
a young 
actress 
who has married a scion of an old 
family to save 
the 
family 
name 
from disgrace after 
her 
husband 
had stolen bonds to cover a shortage 
in the stock market and then com­ 
mitted suicide. 


The Portola will r how the usual 
three reels tonight. 
The 
first 
is 
“Pathe Weekly, No. 62” showing im­ 
portant events from all 
over 
the 
world. 
The second is an Essanav 
drama “Quicksands of Sin.” 
Dons 
Mitchell and Richard Traverse” are 
featured. 
It is said to tell u dra­ 
matic story. 
The last is 
a 
Selig 
comedy “The 
Conversion 
of 
Mi 
Anti.” Tomorrow night the two reel 
Lubin feature “The Price of Vic­ 
tory will be shown. 


Anothe r Vic tim of Building Cra s h. 
South Tiend, Ind., J an. 13.—Theodore 
Metzger, one of the men buried under 
j 
the ruins of the collapsed building in { 
Michigan street, J an. 3, is dead of in- j 
ternal injuries at St. J oseph hospital.! 
Metzger’s death i3 the fourth to result I 
from the crash. He was under the col­ 
lapsed structure for sev eral hours be­ 
fore being rescued. 
He was twenty - 
two y ears oM and the son of wealthy 
parents. 


TERSE TELEGRAMS 


A Ja n u a ry Cle a ra nc e 
Sa le 
Th u rsd a y, Ja nua ry 8 to Sa turda y , 
Ja n u a ry 17 


To our patrons and friends we announce this to be a CLEARANCE SALE — Genuine. 
No seconds, and no unsalable left-ov er Stocks of any manufacturer, or purchased for our 
sale, but our entire new stock of best merchandise to be had, is offered at bargains that 
are real. 
Look ov er the List. Get busy . 


CORSETS 


$2.00 
$3.00 


Corsets a t _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ 
7 9 c 
50c and 59 c Union S uits 
_ _ _ _ _ _ _ _ _ _ 
39 c 
Oil T rtii(iD SÎ n i f c 
7 Qp 
Corsets a t -_ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ 
$1.19 
Corsets at _ _ _ _ _ _ _ _ _ _ 
__ _ _ _ _ _ _ 
$1.48 


■if .'» U 
IlIUlJ 
OUI to _____________ 
— 
— — — — — — —_____ 
/ uU 
$1.50 Union Suits 
_ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ 
$1.19 
{ 00 I In inn Suits 
¿2 
Corsets at _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ 
$2.19 
Corsets at _ _ _ _ _ _ _ _ _ _ _ 
_ _ 
$3.19 


VD.vV C lilUll Olil i S 
25c Garments 
_ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ 
19 c 
50c Garments 
_ _ _ _ _ _ _ 
_ _ _ _ _ _ _ _ _ _ _ _ _ _ 
39 c 


SPECIAL 
O. N. T. Thread (limit 6 spools) a spool. _4c 
Darning Cotton a spool_ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ 
2c 
Brass Pins a package_ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ 
4c 


LINEN 
59 c Mercerized a ya r d _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ 
39 c 
8 9 c All Linen, a ya r d _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ 
6 3c 
$1.00 All Linen a ya r d 
_ _ _ _ _ _ _ _ _ _ _ _ _ _ _ 
7 9 c 
Bargains in Short Lengths 
of 2, 2A and 3 
yards. 


SPECIAL 
While it Lasts 
Group Unbleached Muslins a yarc 
10 yards to a Customer 
1 
6 J c 


CRASH 
500 yards 
1 0 c and 
1 2 |c Crash a yard 
7 ^C 
500 yards 12 Ac and 15c Crash a yard_ _ 9 $C 


Joe 
GLOVES 
Gloves _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ 
50c Gloves 
_ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ 
$1.00 Kid Gloves 
_ _ _ _ _ _ _ _ _ 
$1.50 Kid Gloves _ _ _ _ _ _ _ _ _ _ 


I9 c 
39 c 
7 9 c 
$1.29 


W ASH 
GOODS — 
DOMESTICS 
4 1c 
9 J c 
9 }c 
7 c 
7 1c 
9 J c 
121c 
8 c 
7 1c 
121c 


6c Calico at a ya r d _ _ _ _ _ _ _ _ _ _ _ _ 
124c Percale at a ya r d _ _ _ _ _ _ _ _ 
12£ c Gingham at a ya rd _ _ _ _ _ _ _ _ 
All Apron Gingham at a yard 
_ _ _ _ 
10c Outing at a ya r d _ _ _ _ _ _ _ _ _ _ 
124c Silkolines at a yard _ _ _ _ _ _ _ _ 
18 c Serpentine Crepe at a ya rd _ _ 
10c Flannelettes at a ya rd 
_ _ _ _ _ _ 
10c (’retones at a ya rd _ _ _ _ _ _ _ _ _ 
25c Silk Tissues at a yard 
_ _ _ _ _ _ 


UNDERWEAR 


HOSIERY 
10c Hose, 2 pair for_ _ _ _ _ _ _ _ 
15c Hose per p a ir _ _ _ _ _ _ _ _ _ 
25c Hose per p a ir _ _ _ _ _ _ _ _ _ _ 
35c Hose per p a ir _ _ _ _ _ _ _ _ _ _ 
50c Ilose per p a ir _ _ _ _ _ _ _ _ _ _ 


SPECIAL 


FURS 
One-Half Price 


15 c 
I Ic 
19 c 
26 c 
39 c 


10c 
12Ac Towels_ _ _ _ _ _ _ _ _ _ _ 
15c Towels _ _ _ _ _ _ _ _ _ _ _ 
18 c 
25c 
35c 


TOWELS 
. . . . . . . . . . . . . . . . . . . . . 
J . . . . . . . . . . 
— - 8 i/3c 
______________9 1c 
_ _ _ _ _ _ _ _ _ _ _ _ 
IIJc 
_____________121c 
______________19 c 
______________25 c 
Tow els_ _ _ _ _ _ _ _ _ _ _ 
Tow els_ _ _ _ _ _ _ _ _ _ _ 


SPECIAL 
1 lot Scrim, valued up to 18 c, a yard 
IO5 C 
1 lot Scrim, valued up to 30c, a ya rd 
15 c 


SILKS 
25e Ila bit au Silk at a ya r d _ _ 
50c Figured Silk at a ya rd _ _ _ 
59 c Silk Poplin at a ya rd _ _ _ _ 
$1.00 Silk Messaline at a yard 
$1.00 Crepe de Chine at a yard 


I9 c 
39 c 
39 c 
7 9 c 
7 9 c 


BLANKETS 
$1.00 
$1.25 
$1.50 
$2.25 
$3.00 
$3.50 
$5.00 
$6.50 


Cotton B lankets _ _ _ _ _ _ 
_ 
Cotton B lankets _ _ _ _ _ _ _ _ 
Cotton Blankets 
_ _ _ _ _ _ _ 
Woolnap Blankets 
_ _ _ _ _ 
Woolnap Blankets 
_ _ _ _ _ 
Woolnap B lankets _ _ _ _ _ _ 
All Wool B lankets _ _ _ _ _ 
All Wool B lankets _ _ _ _ _ 


7 9 c 
8 9 c 
„ --$1.19 
.— $1.6 9 
. — $2.19 
. — $2.39 
. — $3.6 9 
.-..$4.39 


READY-TO-WEAR 
Very low prices in anything 
we have in stock. 
Specials listed as follows: 
$15.00 S uiis 
_ _ _ _ _ 
$7 .50 
$18 .50 S uits _ _ _ _ _ _ _ _ 
$9 .25 
$22.50 Suits 
_ _ _ _ _ _ _ _ _ _ _ 
_ _ _ _ _ _ 
__$11.25 
$25.00 Suits 
_ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ 
$12.50 
$27 .50 Suits _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ 
i— $13.7 5 
1 lot of Suits a t _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ 
$4.9 3 
1 lot Misses and Children’s C o ats 
$2.9 3 
All other M isses and Children’s Coats 
at _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ 
331/3% Discount 
1 lot Wool D resses_ _ _ _ _ _ _ _ _ _ _ _ _ _ _ 
$4.9 8 
1 lot Skirts, values up to $8 .00 ----------- $2.49 


FLOOR COVERINGS 
16-4 Linoleum, a lineal ya r d 
------------- $2.39 
10-4 Linoleum a lineal ya r d 
_ _ _ _ _ _ _ 
$1.29 
4-4 Linoleum a lineal ya rd 
_ _ _ _ _ _ _ _ _ _ _ 
8 9c 
39 c Matting a ya r d _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ 
29 c 
30c Matting a ya r d _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ 
24c 
25c Matting a ya rd 
_ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ 
21C 


RUGS 
$40.00 Rugs 
_ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ 
$29 .9 5 
$32.00 Rugs _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ 
$25.9 5 
$30.00 R ugs _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ 
$24.9 5 
$25.00 Rugs 
_ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ 
$18 .9 5 
$22.50 Rugs 
_ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ 
._ _ _ _ _ 
$16.7 5 
$18 .50 Rugs _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ 
$13.9 5 
$16.50 Rugs 
_ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ 
$12.9 5 
$12.50 Rugs 
_ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ 
$10.25 
$10.00 R u g s_ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ 
$7 .9 5 
All Small R ug s _ _ _ _ _ _ _ _ _ _ _ 
20% Discount 


SWEATERS 
$1.50 Sw eaters _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ 
$1.19 
$2.00 Sw eaters _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ 
_ _ _ _ _ 
$ 1.39 
$2.50 Sw eaters _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ 
$1.7 9 
$3.00 Sw eaters _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ 
-$2.19 
$3.9 8 Sw eaters_ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ 
$2.7 9 
$5.00 Sweaters 
_ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ 
$3.59 


WOOL DRESS GOODS 
25c Danish Cloth at a yard _ _ _ _ _ _ _ _ _ _ _ _ 
19c 
50c and 59 c Serges, all colors, at a yard 39c 
8 9c Serges at a yard_ _ _ _ _ _ _ _ _ _ 
__ _ _ _ _ 
_ .69c 
$1.00 and $1.25 Serges at a ya rd 
_ _ _ _ _ 
7 9 c 
$1.00 Dress Velvets at a va rd _ _ _ _ _ _ _ _ _ 
7 9c 


Terms of Sale 
Strictly Cash. 
The Guffin Dry Goods Co. 


Fire started by the ov erturning of a 
cookstov e destroy ed the v illage of 
Castel Guglielmi in Italy . 
It is reported on good authority that 
Prov isional President Huerta and his 
ministers are facing an almost desper­ 
ate financial crisis. 
Thomas H. Peeples, attorney gener­ 
al of South Carolina, was acquitted of 
the murder of Robert Marshall, negro 
chef at the Elks home in Columbia, 
S. C. 
Floods in the prov inces of Liege and 
Namur, Belgium, hav e reached the pro­ 
portion of a disaster and hav e already 
caused damage to the amount of mil­ 
lions. 
Secretary of War Garrison adv ocates 
raising the authorized strength of the 
army from 8 5 ,000 to 100,000. 
“ We 
must send 5 ,000 men to Panama at 
once,” he say s. 
The postoffice appropriation bill, car­ 
ry ing $305 ,247 ,7 6 7 , the largest amount 
ev er recommended by a committee to 
run a gov ernment department, has 
been reported to the house. 
Miss Glady s Eleanor Guggenheim, 
daughter cf Mr. and Mrs. Daniel Gug­ 
genheim, has been married to Roger 
Williams Straus, son of Oscar Straus, 
former ambassador to Turkey . 
Mrs. Mary Oberwise was killed and 
her daughter Mary , thirteen y ear3 old, 
was so seriously injured that she may 
die, when an Erie train ran them down 
on a trestle near Bellev ille, N. J . 
Secretary of the Treasury McAdoo 
has sent a request to congress that it 
establish a laboratory ' for research and 
study of pellagra, which he ex plained 
“ has become a national menace.” 
It is generally understood in Wash­ 
ington that the president will send to 
the senate the name oUdohn Skelton 
Williams to be dbmptroller of the.cur­ 
rency and ex -ofiicio member of the 
federal reserv e board. 
Tay lor George, speaker of the West 
Virginia house of delegates, has called 
upon the gov ernor to call a special ses­ 
sion of the legislature, declaring pro­ 
hibition beginning July 1 will compel 
the state to prov ide $1,000,000 rev enue 
rom other source. 


Mrs. Austin's 
famous 
pancakes 


make a really 
delicious 
wholesome 


breakfast. 


Best by Test, Fair Promise 5 c Cigar 


Continued from Page 1. 
II. McGill of Valparaiso. 
Openly the counsel of these men 
is unquestionably disregarded. How 
far the democrats in power compro­ 
mise with the progressive demands 
and heed them secretly can not be 
measured 
The 
progressives 
de­ 
clare they are willing for the “ma­ 
chine” to steal the Wilson and Bry­ 
an 
League 
Platform. 
What 
the 
league has accomplished is to start 
an organization 
of 
anti-machine 
men* 
Jesse 
Wade, 
member of 
the 


le a g ue ’s 
organization 
committee, 
summed up bis side when be said: 
“The progressive Democrats must 
be organized and have an under­ 
standing in advance of conventions 
and primaries, just as the machine 
group lias, so that delegates and 
candidates will be committed to the 
policy of breaking up machine rule. 
With organization victory over the 
machine will be easy.” 
The regular Democratic party or­ 
ganization 
will not 
recognize the 
Wilson and 
Bryan 
league. 
They 
deny that the League has any rea­ 
son for existence. What the League 
calls “the machine,” Taggart parti­ 
sans declare is a necessary fentur 
of our government by political par­ 
ties. 
The Taggart followers in fur­ 
ther defense point to the efficiency 
of their organization, the state and 
most of the important cities being 
wholly in its control They ask the 
Leaguers to come 
and 
join 
with 
them in working out party problems. 
The insertion of a lever which may 
be splitting the party is bitterly con­ 
demned by the Taggart it cs. 
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Your Wa^es Stop 
When You Are Sick! 


You know that means Worry , Big Bills. And y ou want the 


best Drugs money can buy . 
We make our liv ing out of the 


Drug business in y our town and it is our duty to giv e y ou 


the best medicines and prompt serv ice when y ou are in need 


and we will. 
Try us by calling or phone and we will deliv er 
promptly . 


Ly tle’s Drug Store 


Phone 1038 
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Rexall Store 


C0RDIA 
MARTIN 
ON 
TRIAL 


Alle ge d 
Ba nk 
Robbe r Who 
Prov e d 


Suc h a Slippe ry Pris one r. 


Greenfield, Ind., J an. 13.—The trial 
of Cordia Martin for the robbery ol 
the bank at New Palestine three y ears 
ago is in progress in the Hancock cir­ 
cuit court. 
Martin ha3 been in jail 
here for sev eral weeks awaiting trial 
Two y ears ago he broke jail and ev ad 
ed arrest until recently . 
He escaped 
from the jail at Litchfield. 111., and in 
a few weeks was arrested in Yellow 
Springs, O., and brought to this city , 
where he has been guarded in jail 
jight and day . 


OQQQQQQQQQOQQQQQQSOQQQQQQQZiC^ 
If You Are Not H urt : 


don’t worry ov erm uch about y our 
car. 
U nless it is sm ashed com ­ 
p letely w e'll fix it up ay ain for 
y ou. 
T his is an auto hospital 
for m achines disabled in any w ay . 
We repair all fractures, reliev e all 
strains, replace all ruined parts, 
and though we are ex pert sp ec­ 
ialists our fees are not ex orbitant 
at all. 


William E. Bowen 
Phone 136 4 


Fresh White Fish, Pickerel 
and 
Trout. 
Casady Meat Market. 227 tf 


ooooopooaeaooocsooooooocoooooooooooooooooooooocoooooo 


BARGAINS ARE ALWAYS ADVERTISED 


Tuesday Evening, fanuary (3 19 14. 
THE 
DAILY REPUBLICAN 
PAGE THREE 


Plea ses Co ffee Drinkers; 
At 
Qu&rievthe Ex pense 


3C0 CUPS TO THE 
POUND 
ONE TEASPOONFUL MAKES TWO CUPS 


PU BLISH ED BY THE GROWERS OF INDIA TEA 


6 % 


Our 19 14 Almanacs are now 


on hand. A cop jr is yours for 


the asking:. 


Farmers Trust Co. 


3 % 
V5s= 
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—Mrs, Fanny Maup in v isited in 
Indianap olis today. 


—Otto Murp hy was a v isitor 
in 
Indianap olis today. 


— Mrs. Lorn Dobyns 
of 
Greens- 
burg was a v isitor here yesterday. 


— Mr. and Mrs. John Go is of Con- 
nersv ille were the guests of friends 
here Sunday. 


— Mrs. (). P. Dillon has returned 
front ft weeks v isit at Indianap olis 
and Martinsv ille. 


W E A T H E R 
E V E R Y W H E R E . 


Observ ations of United State& 
weather bureaus taken at 8 p . m. 
yesterday follow: 
Temp. 
Wea ther. 
New Yo rk 
12 
Clea r 
Bo sto n............... 12 
Clea r 
Denv er............... 12 
Clea r 
Sa n FYa ncisco . 4 « . 
Clo udy 
St. Pa iil 
— 10 
Clo udy 
Chica g o 
14 
Clea r 
India na po jis... 10 
Clea r 
St. Lo uis 
2 4 
Clea r • 
New O rlea ns.. 4 8 
Clo udy 
W a shing to n. . . 18 
Clea r 


Fair and warmer. 


PUBLIC SALE 


I will sell at Public Auction at my Fifth Annual Sale at the Dav is Sale 
Barn in Rushv ille, on 
Wednesday, January 14, 19 14, 


Commencing at 12:30 O’clock Sharp 
45 Head of Cattle 


Consisting of Cows, Sp ringers and Heifers. 
In this herd is a lot of extra 
nice and well bred Heifers. All are bred to a first-class bull safe in calf. 
20 Head of Brood Sows 


Some of these hav e p igs by their sides. 
The rest are due to farrow in 
January and February. 
One full-blooded Poland China Male Hog. 


TERM S OF SALE will be made known on day of sale 


—-Mrs. Blanch Wolv erlon lias re­ 
turned to Connersv ille a i ter a v isit 
here with relativ es 


— Miss Rita Beadle went to Foit 
Wayne yesterday to v isit lie»* sister, 
Mrs. Howard Mahin, and family. 


—Mr. and Mrs. Walter Hubbard 
saw “The Poor Little Rich Girl’* at 
English’s op era house in Indianap o­ 
lis last night. 


CLAUDE WALKER 
T rn,:rh -Wh'!? ^ h .P lC k e r e l, 
and MIN0R COXNOR and ( LEX MILLER, Auctioneers. 
1IUE WEBB, Clerk 
Trout. 
Casady Meat Market. 227tf 


Mr. and Mrs. Amos Stev ens hav e 
returned from a v isit in Shelbyv iiie 
j where they were the guests of Mr. 
I and Mrs. E. L. Piatt. 


—Mrs. Maude Reed Wolcott was 
a v isitor in Indianap olis today. 
« 
-—Joe La kin transacted 
business 
in Indianap olis today. 


—Perry Bennett of Sweet Water. 
Tonn., is v isiting liis brothers, Jesse 
G. Bennett of this city and Arie Ben- 
| nett, liv ing south of the city. 


— Miss Judith Mauzv will return 
home 
tomorrow . from 
Richmond, 
wdiere she has been the guest for ten 
days of Mr. and Mrs. George Becker. 


— Miss Mary Glov er of Oklahoma 
City, who is v isiting here and Carl 
Gunning, sp ent Sunday in Columbus 
as the guests of Mr and Mrs. Frank 


PORTOLA 
ATRE 


REEL I. 
“PATHE WEEKLY NO. 6 2 ” 
Imp ortant Ev ents and Hap p enings from all ov er the World. 


R E E L 2. 
DORIS MITCHELL and RICHAR TRAVERSE m 
eksa nds ©f 


An Essanay p owerful dramatic subject. 
A lesson of more than 
ordinary merit. 


REEL 3. 


Marshall. 


As A 
New Yea r’s Greeting 


to our many customers and friends, we 
extend our best wishes for the year 19 14 
and wish to thank our customers for their 
p ast p atronage and assure you that we ap ­ 
p reciate your business and p ledge ourselv es 
to still continue to giv e you the same serv ice 
during the year 1 9 1 4 as we hav e in the p ast. 
To }rou who hav e not been customers we 
extend an inv itation to v isit our store and 
examine our line of v ehicles, then ask your 
neighbor what kind of road serv ice our 
v ehicles giv e and how he likes the one he 
owns. 
Make our store your headq uarters 
when in Rushv ille and learn where to buy 
v ehicles that will giv e you road serv ice, sat­ 
isfy you, and sav e you money. 
WILL SPIVEY 
a t Onea l Bro thers 


“THE CONVERSION OF MR. ANTI 
Selig Comedy 


j? 


TOMORROW 


Lubin Feature drama — “THE PRICE OF VICTORY”—2 Parts 


VS 
I 


— Mrs. Will Meredith and Mrs. Ja- 
boz Winship sp ent yesterday in In­ 
dianap olis and heard the New York 
Symp hony 
orchestra at the Murat 
theater last night. 
! 
—Mrs. Maude Webb and sou of 
Fountaintown, hav e returned 
.< ue 
after a few days v isit with her p ar- ' 


ents, Mr. and Mrs. .J. L. Hinton of 
West Sev enth street. 
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103 Bison Two Port Indian Drama. 
“FROM DAWN TO DARK” 
Featuring GRACE CUNARD and FRANCIS FORD, The story is an Indian one and contains may well 
chosen outdoor scenes of an attractiv e nature. A v ery sensational p icture. 


“THROWING THE BULL” 
The Battle of Chili Con Came and the scenes in the bull ring are v ery amusing. Max Asher is chief 
Bull thrower.— Another Joker Comedy. 
' 


T O M O R R O W 
“JEWELS OF SACRIFICE” 


Constable of Terre Haute, 64 Years 


Old. Discusses Marriage Anti 


Has View of His Own. 
« 


T H IN K S HE 
IS A S 
W ELL 
OFF 


Ä 
Rex. Drama, featuring JESSELYN VAN TRUMP and PALINE BL SII. 
♦ ♦ ♦ ♦ ♦ ♦ 
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Pans To Advertise 


THE HOME Of 
Quality Groceries 


JACK SPRATT 
Would eat no Food 
HIS WIFE 
Would eat no More 


> \ 


E 
m 
E 
m 
* 
& 
E 
mss 


Until It Was Thoroughly Understood 
That It Came From Our Grocery Store 
Form the Habit 


FRED COCHRAN, Grocer 


(By United Pres* .) 
Terre Haute, Ind., Jan. 13.— Sixty 
four years old and unkissed— that’s 
the claim of Constable Robert W. j 
Race, of this city. 
Of course, he’s 
not married. 
Just one excep tion, 
his 
mother 
& 
kissed him, he said. 
“I don’t see but what 
we 
that 
aint married is about as well off as| 
them that is," said Constable Race, 
discussing marriage in the office of 
Martin Beal, Terre Haute’s “m arry­ 
ing justice.” 
“You might say 
for 
me,” 
Con­ 
stable Race continued “that I’m 64 
and was nev er kissed by any woman 
excep t by mother— that I can re­ 
member.” 
Justice Beal has done ev erything 
p ossible in furnishing his offices to 
ov ercome bashfulness and nerv ous­ 
ness in the coup les ap p lying to him 
to p erform the marriage ceremony. 
There is a sp ecial ceremony room. 
In one corner is an imp rov ised altar. 
It consists of two chairs marked 
“Bride” and “Groom,” so that the. 
coup le hav e 
no 
difficulty 
finding 
their p rop er p laces. 
Back of 
the 
chairs the corner is drap ed with a 
curtain with dangling p ap er 
bells 
and directly ov er the chairs is sus­ 
p ended 
a 
horseshoe 
inscribed: 
“Good luck to v on who join hand) 
beneath this shoe.” 


Extra 
Big Double Feature 
Fiv e Reeis 
THURSDA X 
“IN THE WATCHES OF THE NIGHT” 
The story of this feature deals with the heroic efforts of a young actress who has married a scion 
of an old family to save the family name from disgrace, after her husband has stolen bonds to 
cover a shortage in the stock market, and then committed suicide. 


EDW IN AUGUST in “THE STOLEN IDENTITY” 
He is seen in the role of Detective Ganton and later arrests himself in the role of Marx the Crook. 
Matinee at 2:30 p. m. 
A DM ISSIO N — 5 and 10 Cents 
Night at 6:30 
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Mall your “Want Ad” at once for 
Want Ad” Week. 


Best by Test, Fair Promise 5c Cigar 


Big Two Reel Sp ecial 


Carlyle Blackwell and All Star Cast in 
“THE 
MAN 
WHO 
VANISHED” 


Locked in a still v ault and almost dead from suffocation the 
heroine is sav ed in the nick of time when the safe doors are 
blown op en— lv alera. 


I l l i l l l i l l l l l l l l l l l l l l l l l l l l l l l l l l l l l l l l l l l l l l l Z l l l l l l l l l l l l l l l l l l I I I I I i l l l l l l l i a i l l l l l l l l l l 


“IN THE HANDS OF 
THE 
BLACKHAND” 


Good Biograp h Comedy. 
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TOMORROW 


it 


MARY FULLER in Two Reel Drama 
A FACE FROM THE PAST ft 


& 
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Cbc Dailp Uepui)Iican 
ant experience in a runaway. 
And 


still strange tilings will happen. 
The “Old 
R eliable" Republican News 
paper of R ush County. 
WEEKS 
EVERY NIGHT 
TO-NIGHT 
EVANGELISTIC SERVICES 
United Presbyterian Church 
Rev. R. W. NAIRN, Evangelist 
O’CLOCIC 
7th and Harrison 


TWO 
There art* probably 
some 
trust­ 
ing persons who are anxiously w ait­ 


ing for a chance to buy 
a 
$10,000 


package of radium they can sell to 
some charitable hospital fo r $100,- 
000. 


Published D aily except Sunday by 
THE REPUBLICAN COMPANY. 
Office: N orthw est Corner of Second and 
Perkins Streets. 
RU SH VILLE, 
INDIANA. 


E ntered at the Rushville, Ind., Post 
office as Second-class M atter. 


TELEPHONE 
NUMBER, 
l i l t 
W hile 
the 
government 
gives 
$2,000 extra 
exemption 
from 
in­ 
come tax if married 
couples 
live 


apart, nothing additional is offered 
in case of 
divorce, 
it 
does 
look 


like the gov. would 
offer 
induce­ 


ments 
for 
living 
together, 
now 


doesn't it f 


Can Housekeeping be Popular? 


Society girls at Washington, the 


newspapers say, have taken up the 


fad of keeping house, emulate the 


example therein of Miss Genevieve 


( ’lark, daughter of Speaker ( lark. 
This astonishing young person has 


taken entire charge of her father’s 


establishment. 


Young women usualy feel 
that 


their mothers know much better how 


to operate a household, also they do 
the work much more easily. 
Farth ­ 


er more they seem to enjoy cooking 


a steak or bossing a servant. Hence 
it would be filial ingratitude to rob 


them of these diverting activities. 


The usual attitude of the mother 
is- that every girl lias a right to a 


good time. 
W h y should she be mus­ 
sing her clothes in the kitchen, when 


she might be 
drinking 
svvee *ned 


froth at the soda fountain with the 


K aiser 
Wilhelm 
says 
‘‘a 
real 
man w e a rs a mustache/’ 
Well, W ill, 
you must know there was neve# a 


rule that didn’t work 
both 
ways. 


Now there’s— well, pick 'em out for 
yourself, because every 
one 
has 


their own ideal 
in 
mustaches, yo* 


know. 
19 to 24 


WE 
GIVE S. & 
H. GREEN 
TRADING 
STAMPS 


Really now, it does seem 
pretty 


hard to believe that there are men 


earning $50,000 a year who 
never 


danced the Hesitation waltz. 
Williams Jubilee Singers Accept This 


Date For Concert. 


WITH 
THE GOODS AND PRICES TO BACK IT UP. 


Now for the final wind-up of our entire stock of Ladies* and Misses Tailored Suits . 
For you who 
can use a neatly tailored suit to advantage, this is a golden opportunity. 
We include in this 
clearaway ail our W00LTEX garments, whose merits 
are common knowledge throughout Rush 
County. 
In all these there are about 175 suits, embracing every wanted color and fabric.- The 
great majority are constructed along staple style lines and will be good next Spring. The size range 
is complete from 14 to 49, and we make a specialty of fitting the undersized and the extra stout. 


* PRIZES AWARDED AT 
* 
ARLINGTON INSTITUTE 


However, if (lie American home is 


to acquire any reserve capital for 
old age or misfortune, the 
average 
girl ought to know a sirloin steak 
from a shin hone. 
At least th.it is 


what the boys suspect down in their 


boots. 
i 


QUALITY BACKED BY PRICES TALK 


$30, $25 and $20 
Ladies’ and Misses’ Suits 
Now 


$25, $29 and $15 
Ladies’ and Misses’ Suits 
Now 


Best Money Values. 


Robinson Crusoe 
found 
m mey 
worthless on a lonely isle. He found 


it acquired value only by exchange 


with other men. 


And man’s money is the same. It 


lias 
value 
only 
because 
other 
men accept it as value, 
and 
give 


value for it in return. 


Where you are the more likely to 
receive proper value in exchange for 


your money— whether from 
neigh­ 


b o rs or strangers, whether at home 


Or abroad— is for you to deter: line. 


W ho is the more likely to dc eivc 


you— the stranger or the neighb >r— 


is for von to decide. 


$15.00 
$10.00 


Pencil Scratch Tablets, 


The Republican Company 
has a 


limited supply of pencil scratch tab­ 
lets, 4x7, 100 sh ee ts to pad, they will 


close out at 3 for 5c or 7 for 10c. 


The I,. A. S. of the Glenwood M 


E. church will give an ice cream sup­ 
per, consisting of o y s te rs , ice cream 
and a general social time, at 
tin 
Mingle hall, Thursday evening, Ja n 
15th, to which all are cordially in­ 


vited. 
JanlO-13 


Ten Ladies’ and Misses’ 
Suits, formerly sold up 
to $25.00, Now 


$37.50 and $30.00 
Ladies’ and Misses’ Suits 
Now 


Two good mule colts will be sold at 
the combination sale Thursday at 
Fair Grounds. 
26i 13 


Expert W atch and Jew elry Repair 


ing at 
Kennard’s. 
Diamonds reset 


Old Gold and Silver bought. 
173tf 
II is felt that though 
the 
trust 


magnates must spend about all their 


time fighting suits with the govern­ 


ment, they 
s h o u ld go down to th e 


office aSturday afternoon and > e if 
anything has happened to the busi­ 


n e s s during the week. 
$4.98 
$20.00 
Pay G as Bill. 


P a y your gas bill by Jan . 12. Thk 


means everyone. 


R U S H V IL L E N A T U R A L G A S CO 
258t4. 


SCQ6 
* 
W v.__ 
C o p y rig h t l?13 The H. Black Co. 
Bargains of Equal Value in Ladies,’ Misses’ and Children’s Coats 
XI'se M a u z y C o m p a n y 


The Corner Store 
The Daylight Store 


Read all the 
Want Ads” during 
Want Ad” Week. 


Phone us your ‘ Want Ad” at once 
for “ Want Ad” Week. 


Oh, yes sir! 
W e do auto livery, 


day or night. 
E. W . Caldwell. 
Resi- 
ienee phone 1489 or Bowen’s gar­ 
age, 1304. 
1 0 3 E . O .D t ! 


Mrs. Austin’s famous pancakes 
make a really delicious wholesome 
breakfast. 


■Ciiiar. 


The country is now doing the hesi­ 


tation waltz, until the trust question 


is settled. 


4 
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*The po st office 
department 
com­ 


plains that millions of post cards 


are poorly addressed and go to the 
dead letter office, which seems tc* be 


an entirely suitable destination lor 


the most of them. 


GREATER THAN 
EVER 
Because it offers the largest and most complete 
assortment of new up-to-date Suits and Overcoats 
ever shown at this store at this time of the year. 
Come expecting extraordinary bargains and you 
will not be disappointed. 


29 , 
to 50 r 
DISCOUNT 
ON ALL WINTER CLOTHING 


■ 


SleinJSIoch^'f 
Sm Æ m esâ 
_ 
J | b - hy l i j l j g f e i o B J o c h 
M I SmartUoihes 


This sale is not merely an incident in the 
month’s activities. 
It is an event of over­ 
shadowing importance to every man who has 
a tnounht for the purchasing power of his 
money. 


We did not think up this saie over night, de­ 
ciding to reduce prices on a limited number of 
small and inconsequential lets in order to 
“ have a sale.” 


It s our regular semi-annual clearance sale of 
all Winter clothing. 
Every suit and Over­ 
coat we own made by The Stein-Bioch, Hart 
Schaffner L Marx and Rochester Special goes 
in the sale— Not even a single garment 
reserved. 


Something to Fuss About. 


Up to dale only 17,302 applies 


tion have been 
received 
at 
th 


treasury department fo r the loca 
tion of regional reserve hanks. 


We are very much overstocked on $1.50 and 
$2.00 Shirts 
The Manhattan 
and Faultless Sort 


Everybody knows to be the best in the shirt 
world. 
We have selected from our stock about 100 
Shirts worth $1.50 to $2.00 which we pro­ 
pose to sell the balance of the month for $1.15 
$1.15 buys your choice of 100 shirts worth 
$1.50 to $2.00 for the next 20 days. 
If you need shirts of the good sort don’t miss 
this great opportunity of 
supplying your 
shirt needs. 


Six Hundred Suits and 200 Overcoats to select 
from. Every one of them of this season’s purchase 
Lots of the girls Mill exclaim o f­ 


ten that they are “ terribly 
crazy” 
about lots of things and 
the 
bare 
fact remains that 
being crazy is 


bad enough without any adjectives. 


Twas Indeed So. 


A nearby exchange savs that Mr 


and M rs. Hampton Yelton of Hen 


drick- township had a very unpleas 
The Quality Clothiers 


You Can’t 
Afford to 
Miss the Exchanging Cash Sale 
Going on 
Now at 
BEE HIVE 
Dept. Store 


Tuesday Evening. January 13, 1914. 
THE 
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The Ladies’ Sodality and Knights 
of Columbus will giv e a card party 
and dance Thursday ev ening Jan­ 
uary 13, at the K. of C. club rooms. 
Ev erybody welcome. 


Flo rida , New Orlea ns, Cuba ,* 
Pa na ma , 
G u lf Co a st Reso rts 


« MLt. CLEAR Twe 
BLACKEST 
Ra inwa ter 
m A FEW KOUta. 


All principa l reso rts in the so uth rea ched by quick surd co n­ 
v enient schedules o f the Lo uisv ille & Na shv ille Ra ilro a d. So lid 
thro ug h tra ins o r sleeping ca rs fro m Lo uisv ille o r Cincinna ti. 
Unsurpa ssed a la ca rte dining ca r serv ice. Ro und trip to urist 
tickets, return limit June 1 st, o n sa le da ily a t reduced fa res. 
Grea ter v a riety ro utes tha n a ny o ther line; div erse ro utes to 
Flo rida if desired. 
H o m eseekers’ tickets o n sa le First a nd 
Third Tuesda y ea ch mo nth a t v ery 
low ra tes. 


Very Attractiv e Winter Tours to Panama, Cuba and Jamaica. 


In t few hours. 
W itt not h ard en th e W ater, 
but pori&ca it, A 
10c box will clear yaur cistern. 
For aale by Grocers. Aak for it, or write 
State Hospitals Not Large Enough 


to Hold All the Wards. Chari­ 


ties Board Reports 


THE OLD SETTLER CO., FIN D LA Y , 0 


The Band of Work ers of the First 
Presbyterian church will be enter­ 
tained by Mrs. Joe Cowing and Mrs. 
Lee Pyle at the home of Mrs. Cow­ 
ing in North Main street tomorrow 
afternoon. 


R U SH V IL L E 
H A V EN S 
BROS.. 
G RO CERS 


n e a r l y h a l f m e n t a l l y b a d 
The Most Attractiv e Way South 
So me Fa cts Abo ut This Bank 
Ro ute o f the M a g nificent So uth Atla ntic Limited Tra ill 


Fo r full pa rticula rs, ra tes, tickets, descriptiv e illus­ 
tra ted bo o klets a nd sleeping ca r reserv a tio ns, a ddress 


m 
m 
S 
! 
J h . m il l ik e n , d . p . a . 
f m t i f i l i 
.. 
LOUISVILLE & NASHVILLE R. 
R. 
w 
a l l 
Niail> aD<! Br0«dw*y- 
LOUISVILLE, KT. 
g J U M 
BEN R. GROVE, T. P. A. 
INDIANAPOLIS. IND. 


Murder Trial Starts at Martinsville 


—-Brakeman Has Thrilling Es­ 


cape at Huntington. 


The Loyal Women’s Bible class of 
(he Main Street Christian church 
Sunday school will meet in a 
busi­ 
ness session Wednesday ev ening in 
the parlors of the church. 


It is under the supervision of the United States 
Government. 
Its affairs are guided by a strong active Board of 
Directors. 
It has had forty-two years of successful banking 
experience. 
If pays interest at the rate of 3 c 
per annum, 
compounded twice a year. 
It invites accounts, small as well as large, either 
subject to check or interest bearing. 
it serves its customers with careful regard for 
their individual requirements. 


The marriage bans of Miss Mary 
Eunice Long and Augustus Wagner, 
were published Sunday morning at 
the St. Joseph Catholic church 
in 
Shelbyv ille. 
Mr. Wagner 
is 
em­ 
ployed in this city. 
The wedding 
will tak e place in about two 
Week s. 


Indianapolis, Jan. 13.—Forty-four per 
cent of the inmates of Indiana’s county 
infirmaries were insane, feeble-minded 
or epileptic, according to figures just 
made public by the board of state char­ 
ities for the fiscal year of 19 13. 
Of 
the 3,071 inmates, 14G were able-bod­ 
ied, 39 0 were in the institutions be­ 
cause of sick ness, 509 were afflicted 
only with “senility,” and the remain­ 
der were blind, deaf, paralytic or crip­ 
pled. 
Of the total, 2,042 were males and 
1,020 females. The superintendents of 
the institutions reported that 484 men 
and 379 women were feeble-miuded, 
264 men and 166 women insane and 
79 men and 9 5 women epileptic. 
Of 
the epileptics 110 were in-sane or fee­ 
ble-minded, and were so counted in the 
state board’s statistics. 
Classified by age, the children in the 
list under sev enteen years numbered 
thirty-fiv e (1 per cent of the total). 
Nineteen of the thirty-fiv e were be­ 
tween three and sev enteen years old 
and subject to the law which prohibits 
j 
their retention in county infirmaries j 
longer than sixty days. 


The I). A. R. will meet Thursday 
afternoon at the home of Mrs, Verne 
Logan in North Main street. At this 
time the annual election of officers 
will tak e place and the usual collec­ 
tion will be made. 
Delegates to the 
meeting of the Continental Congress 
to he held in Washington will also be 
named. 


The Rush 
Co unty National Bank 


R u sh viH e , In d ia n a 


L. LINK, President 
W. E. HAVENS, Vice-Pres. 
L. M. SEXTON, Cashier B. L. TKABUE, Asst.Cash 


Mrs. J. P. Frazee and Mrs. F. G. 
Hack leman entertained a large eom- 
pany yesterday afternoon 
at 
the 
home of Mrs. Frazee in North Main 
street. 
The afternoon was spent in 
v arious contests and social amuse­ 
ments. 
Thirty-fiv e of the ladies re­ 
mained and were joined in the ev en­ 
ing by their husbands. 
Delightful 
refreshments were serv ed and 
the 
ev ent was one of the most enjoyable 
of the season. 


rææBBRRSsnsnssEü i 
The following is a list of the important sales to be held in Rush and 
adjoining counties: 
C A L L A G H A N ’S 
Ja nua ry 


John Gray—Thursday, February 12, 
5 miles east of Rushv ille and 2 miles 
west of Glenwood on 1. 
& C. 
Com­ 
mences at 10 :00 a. m. 
Samuel L. Newhouse— Tuesday, Feb­ 
ruary 17, 2 miles southeast of Mays. 
Commences at* 10:00 a. m. 
Fred T. White— We dnesday, Febru­ 
ary 18, 1 mile west of Milroy. Com­ 
mences at 10:00 a. m. 
James Brooks— Thursday, February 
19 , 1 mile east of Glen wood. 
Com­ 
mences at 10:00 a. m. 
Will L .Brown—Sat urday, February 
21, at Dav is Bros. Sale Barn, Rush- 
v ille. Bred Duroe Sows. Commences 
at 1 :00 p. m. 
Oneal Bros.— Monday, February 23, 
2b miles south of Rushv ille. 
Com- 
j 
menees at 9 :00 a. m. 
Bert Gibson —Tuesday, February 24. 
21 miles west of Rush v ille. 
Com­ 
mences at 1 :00 p. m. 
Manford Johnson— Wednesday, Feb­ 
ruary 25, 11 miles 
northwest 
of 
Rushv ille. Commences at 10:00 a. m. 
Leslie Brown—Thursday, February 
26, 8 miles 
south of 
Rushv ille, 4 
miles 
northeast of 
Milroy. 
Com­ 
mences at 12:30 p. in. 
Crba Short—1 Saturday, February 28, 
at 
Knightstown. 
Commences 
at 
10:00 a. in. 


Daily Aldridge— Tuesday, March 4. 
7 miles south of Rushv ille, 2 miles 
northwest of Milroy. Commences at 
10:00 a. m. 
Geo. Milier—Wednesday, March 18, 
3 miles west of York town, Delaware 
county. 
Commences at 9 :00 a. m. 


WILLIAM 
REDW INE’S 
TRIAL 


A ccused of K illin g Unw elcom e Su ite r 


of H is D aughter. 


Martinsv ille, Ind., Jan. 13.—The trial 
of William E. Redwfine, accused of 
k illing John Ddwson, who liv ed near 
here, is in progress in the Morgan cir­ 
cuit court. 
The indictment against 
Redwine was brpught last September. 
Redwine was formerly a citizen of 
Boone county and afterward mov ed to 
this county and liv ed in the neighbor- I 
hood of the deceased, 
DawTson w as ; 
unmarried and sought the company of j 
the daughter of Redwine. 
It is said 
that she did not resent his attentions 
at first, but later av oided his company. 
After repeated request 
fro m her j 
parents to remain away he came to the j 
Redwine ho me o n Easter morning last I 
and expressed 
his wish to see the ; 
daughter, giv ing as his excuse that he ! 
wished to talk about some money she j 
had borrowed from him. 
He was 
o r-! 
dered away and his unwillingness so 
infla med the father that he 
inflicted 
blows on 
the young man which result- 
j 
ed in the 
la tter’3 death a few' days 
later. 


.Miss Lv dia Hutchinson of Racine, 
V\ is., and Ross Conway, son of Mi-. 
Ld Bowen of this city, will he mar­ 
ried at Racine, January 17, accord­ 
ing to word receiv ed here :.*y rei,,- 
tiv es. 
Following the marriage they 
will come here for a v isit and wi’l 
then return to Racine where 
bey 
will both be engaged 
in 
SaKation 
Army work . 
Mr. Conway 
i- 
eap- 
tian of the eorps at Bed wick , Pa , 
but will relire in a few da v s. 


DISCONTINUED LINES AND ODD LOTS 
We wish t o clo se these befo re Inv o ice. Prices 
a re ex tremely lo w o n these g o o ds, a s we 
wo uld ra ther ha v e 
the mo ney . 


Wo o len Dress Go o ds 


Discontinued 
weav es 
in Colors 
and Black . 
Qualities good, but 
not this season’s goods. 


Mrs. Wash Allen of Rushv ille and 
Mrs. J. 11. Orndorf w?ere hostesses 
for a delightful meeting of the In­ 
diana Keramic Club yesterday a f­ 
ternoon at Mrs. 
Orndorf’s 
home, 
1617 Central av enue, says the Indi­ 
anapolis Star. The meeting was held 
in observ ance of the club’s sev en­ 
teenth birthday 
anniv ersary. 
The 
appointments were in green and lav ­ 
ender, the club colors, and the rooms 
were adorned attractiv ely with lav ­ 
ender sweet peas and ferns./ 
Interesting papers on the decora­ 
tion of the dining room were read by 
M rs. Willis Fugate and 
M iss 
Etta 
Wingate 
of 
Shelbyv ille. 
Another 
feature was a slight-of-hand |>er- 
fonii.ince by Benjamin Gundlefinger. 
After 
the 
program 
the 
birthday 
cak e, 
embellished 
with 
sev enteen 
green ca ndles ni tiny lav ender rose 
cups, was brought in by Mrs. Allen 
and placed o n the tea table in the 
center of the liv ing room. Mrs. (). C. 
Wilcox, president of the club, cut the. 
cak e as the luncheon was serv ed. 
The hostesses were 
assisted 
by 
Mrs. 
Fannie 
lliff. 
Among 
the 
guests were Mrs. E. A. Ev ans and 


M i s s Lizzie Goulding of Greencastle. 


O N E-H A LF 
P R IC E 


HE HAD TO DECIDE QUICKLY 


B rake m an C h ooses Betw een L e ss of 


Foot and Death. 


Huntington, Ind., Jan. 13.—James 
Shov llng, an Erlo brak eman, lost a 
foot when it became fast in a switch 
frog on the road at Kingsland. 
He 
was engaged in train switching when 
his left foot caught in the frog and 
held fast. The engine of his train was 
so near Shov ling could not signal it to 
stop, and he threw his body to one 
side to sav e his life. 
The foot was 
sev ered. 
Shov ling endeav ored to extricate his 
foot up to the last moment. When the 
engine was almost on him he had to 
choose between certain death and the 
loss of the foot, and he chose the lat­ 
ter. 
A minute longer and he might 
hav e freed his foot. 
In fact, he was 
hoping to the last second that his shoo 
lacings would giv e way, but when tho 
engine almost brushed his clothes he 
threw' 
himself 
back ward 
and 
the 
wheels crushed off the foot just abov e 
the ank le. 


Ta ilo red Wa ists 


$3.00 
quality 
___________$2.00 
$2.50 
quality 
_________$1.70 
$2.00 
quality 
___________$1.35 
$1.50 
quality 
___________$1.10 
$1.00 
quality 
_____________ 75c 


New this season. 
Goods nearly 
all white, some silk s. 


> ^ W 
W 
W 
I ^ V 
W 
W 
W 
W 
v 
W 
'y V 
\ A 
^ / W 
W 
N 
/ 


Dress Trimming s 


ccept 
Nets 
and All-Ov ers at 


O N E-T H IRD 
OFF 
P R IC E 
I sincerely thank my friends for their liberal patronage and influences. 
And to those who contemplate holding a sale I wili be more than glad to 
add your date to the above list as you can readily see it is a great ad for 
you, as this wiil run through both daily papers. 
I also make a public 
announcement at each and every sale. 
Embro ideries 
Knit Underwea r 


For Women—one lot Pants. Vest 
and Unions, mostly large size 
49 to 44—some smaller sizes 
50c Separate p ie c e s ________ 30 
$1.00 Unions 
______________ 65 


Flounces 18, 27 
wide, Inserts. Ga 
all Embroideries 
CLEN MILLER 
Auctioneer 


Phone 4106— 2 L-2 S 
R. R. 5— 2 Miles West on Shelbyville Pike 
Rushville 
O N E-H A LF 
REG U LA R 
P R IC E 


» yards and sav e argument 


Injunction C a se s Venued. 
Terre Haute, Ind., Jan. 13. — After 
jock eying in the circuit court for the 
last wreek and after six different at­ 
torneys had been named from which 
to choose a special judge to try the 
two temporary restraining orders is­ 
sued on petition of Patrolmen Hagerty 
and Haley, the cases were v enued to 
the Sulliv an circuit court to be heard 
by Judge Bridewell. 


+ + ♦ + + + + ♦ + + + + * * 


* W ANT AD. W E EK PO PU LAR 
The want ads. for want at I. 
week which will be observ ed by 
^ the Daily Republican next week 
* are confirg m fast. 
It’s an ex- 


* cellent opportunity* for peonjc 
* with something they hav e 
no 
need for to find a mark et. You 
* mav own 
something 
v hieh is 
^ absolutely worthless to you,hut 
which would till 
the want 
of 
* someone else. All want ads will 
* be printed free next week to 
show the v alue of the want ad. 
*** They should be >ent in 
a s early 
* as 
possible 
so 
as 
to 
get 
*** adv antage «>f the classification 
* and the full w'eek ’s publication, 
+ + + > * + + + + + + + + + 


Outing Fla nnels 


Choice of our Famous 10c 
colored Outings a v ard ____ 
neiennce, 
be 


Silko lines 
You say you did not. 
Perhaps you did and did not know it. 


If you have $200.00 and it is drawing only 3 C you lose $6.00 


each year. 
The 
same 
proportion 
holds 
good on any other 


amount, because we pay 6% on all Savings Accounts. 
Abso­ 


lute safety for your money is guaranteed by supervision of the 


A U D IT O R OF STATE. 
Better see us for full particulars. 


NOW 
IS 
TH E 
T IM E 
TO 
OPEN 
YOUR 
ACCOUNT 


Unlimited 
choice of 
12ic quality a yard 
Muslin Underwea r 


A ccused of K illin g Father. 
Madison. Ind., Jan. 13.—Interest in 
the cases to be tried in the Madison 
circuit court during the January term 
centers in that of Harold Grimes, aged 
sev enteen, for the alleged murder of 
his 
father, 
William 
Grime3. 
The 
father was found dead in a field 
by 
the son in August last. 


v (» owns, 
Sk irls, 
Corset 
Cov ers, 
i i * iot.. r» 
r*- 
i 
^ 
Drawer-. Princess Slips at 
1 lot 12Ac Dress Gingham, at 
¡, 
1 
a ya r d -------------------------------7Jc 
One-Third 
Off 
Regular 
Price 


Sa le Sta rts Thursday A. M. Ja n’y 
8 th, co ntinues to Februa ry 1 st. 
F a ta lly Beaten in Saloon. 
South Bend, Ind., Jan. 13. — Victor 
Ort. found in a west side saloon a 
week ago with a fractured sk ull from 
hav ing been hit ov er the head with 
aome blunt instrument, is dead at a 
local hospital. 
Phone us your ‘’Want A d ” at once 
for “Want Ad” Week. 


Best by Test, Fair Promise 5c Cigar 
Smoke F A IR P R O M ISE 5c Cigars 


THE DAILY REPUBLICAN 
Tuesday Evening, January 13, 1914 


tiie ra ilro a d J 
D id y o u th ink y o n had 
m ade go o d by y o u r o w n effo rts?” 
She 
lau ghed harshly . 
“ I to o k R u nnels and 
W ade an d K im ble an d th e o th ers th a t 
v o n liked and fo rced them u p w ith 
ro u , so y o u 'd hav e an o rganizatio n 
I ;hat co u ld n 't be pu lled do w n.” 
i 
“ D id—did y o u do all th a t? ” 
“ I did m o re. 
I bro ke w ith A lfu rez 
becau se o f w h a t his so n did to y o u . 
I 
ju ggled th e po litics o f th is co u ntry , I 
th re w him o v er and to o k G arav el— 
C arav el! 
My Go d, w h a t a m o ckery ! 
B u t I w o n’t let y o u —I w o n 't le t th a t 
girl spo il m y w o rk. 
I fo stered th is 
qu arrel betw een Jo lso n and th e su per­ 
in ten d en t, a n d I’v e u sed R u nnels to 
break tra il fo r y o u . 
W hy ? A sk y o u r­ 
self w hy ! 
Oh, Iv irk,” she cried, “y o u 
m u stn 't m arry th a t girl! 
I ’ll m ake 
y o u a g re a t m an!” 
“ Yo u seem to fo rg et C o rtlan d t,” he 
said du lly . 
She g av e a sco rnfu l lau gh. 
“ Yo u 
needn’t bring S tephen in. 
H e do esn’t 
co u nt. 
I do u bt if he’d ev en care.” 
“I ’m no t go ing to listen to . y o u ,” he 
cried. 
“I su ppo se I ’v e been a fo o l, bu t 
th is m u st end rig h t here.” 
“ Yo u can ’t m arry th a t girl,” she re ­ 
ite ra te d , hy sterica 11 y . 
She w as h alf 
so bbing again, bu t no t w ith th e w eak­ 
ness o f a w o m an; h er g rief w as m o re 
like th a t o f a d espairing m an. 
“ F o r h eav en’s sake, pu ll y o u rself to ­ 
g eth er,” said K irk. 
“ Yo u hav e ser­ 
v ants. 
I —I do n’t kno w w h a t to say . 
1 
w a n t to g e t o u t, I w a n t to th in k it 
o v er. 
I ’m —d read fu lly so rry . 
T h a t’s 
all I can seem to th in k abo u t no w .” 
H e tu rn e d and w en t blindly to the 
do o r, leav ing her w ith o u t a lo o k be­ 
hind. 
W hen he had go ne she drew o ff her 
riding glo v es, rem o v ed h er h a t and 
dro pped them bo th u po n th e n earest 
chair, th en crept w earily u p th e sta irs 
to h e r ro o m . 
A m o m ent la te r th e latticed wo o den 
blinds a t th e end o f th e parlo r sw u ng 
o pen, an d th ro u g h th e fro n t w indo w 
stepped 
Stephen C o rtlandt. 
B ehind \ 
him w as a ham m o ck sw u ng in the 
co o lest pa rt o f th e balco ny . T h e pu pils 
o f his ey es, o rd inarily so dead and 
ex pressio nless, 
w ere 
distended 
like 
tho se o f a m an u n d er th e influ ence o f 
a d ru g o r su ffering fro m a v io lent h ead­ 
ache. 
H e listened a tte n tiv e ly fo r an 
in sta n t, his head o n o ne side, then, 
heat lag fo o tsteps 
appro aching fro m th e 
re a r o f th e ho u se, he stro lled into th e 
hall. 
A m aid appeared w ith a tra y , a glass 
a n d a bo ttle. 
“ I co u ld no t find th e 
m edicine,” sh e said, “ bu t 1 bro u ght y o u 
so m e absinthe. 
It will deaden th e 
pain, sir.” 
H e th an k ed h er and w ith shak in g 
fingers 
po u red th e 
glass fu ll, then 
d ra n k it o ft’ like so m u ch w ater. 
“ Y o u ’re no t go ing o u t ag ain in th e 
heat, sir?” 
“Y’es. 
T ell M rs. C o rtlan d t th a t I am 
din in g a t th e U n iv ersity clu b.” 
K irk n ev er passed a m o re u n pleasan t 
n ig h t th a n th e o ne w hich fo llo w ed, 
in 
th e m o rning he w e n t stra ig h t to R u n­ 
nels w ith th e sta te m e n t th a t he co u ld 
ta k e no pa rt in th e little testim o nial ' 
they h ad infended to giv e C o rtlandt. 
! 
“ B u t it’s to o late no w to back o u t. I 
I saw him a t th e U niv ersity clu b last I 
ev ening an d fix ed th e d a te fo r S atu r- j 
day n ig h t.” 
“ D id y o u tell him I wras in th e a f­ 
fa ir? ” 
J 
“C ertainly . 
I said it w as y o u r idea, j 
I t affected him deeply to o . I nev er saw 
a ch ap so m o v ed o v er a little th in g .” 
K irk th o u g h t qu ickly . P erh aps E d ith 
i 
h ad spo ke^i rash ly in h e r ex citem ent I 
and h er hu sband did n o t kno w her 
feelings a fte r all. 
P erh aps he o nly 
su spected. 
In th a t case it w o u ld nev er 
do to w ith d raw . 
It w o u ld seem like a 
co nfessio n o f gu ilt. 
To be Co ntinu ed. 


i 
As he left th e o ffice fo r th e day he 
w as h anded a no te fro m M rs. C o rt­ 
lan d t requ estin g him to call a t o nce, 
and, su m m o ning a co ach, he w as driv - 
?n directly to h er ho u se. 
U nlike the 
S am v el ho me, the ho u se w hich th e 
?o rtlan d ts had leased w as set u po n the 
ra te r fro n t, its re a r halco nv o v erlo o k­ 
ing th e sea w here it lapped th e fo u n­ 
d atio n o f th e city w all. 
E d ith k ept him w aitin g a m o m ent 
befo re she descended, dressed fo r her 
a fte rn o o n ride. 
“ Yo u go t m y no te?” 
“ Yes, an d I cam e stra ig h t fro m the 
o ffice.” 
“ I su ppo se y o u kno w w h a t it is abo u t 
* an d are w o ndering ho w I h eard th e 
n ew s.” 
“ W h at n ew s?” 
“ Y o u r ‘en gagem ent.’ ” 
She lau ghed 
w ith an am u sem en t th a t did n o t ring 
qu ite tru e. 
“ Yo u ’re th e seco nd o ne to speak 
a bo u t th a t. 
I’m n o t engag ed .” 
“O f co u rse no t. 
D o n’t th in k fo r a 
m o m ent I believ ed it. 
I w as calling 
o n so m e S panish peo ple th is aftern o o n 
and h eard th e repo rt. 
I ad m it it w as 
a sho ck. 
W hen I learned th e d etails I 
knew a t o nce y o u o u ght to be to ld be­ 
fo re it dev elo ped into so m ething em bar­ 
rassing. 
Co m e into th e o th e r ro o m ; 
th ere is a breeze fro m th e w a te r.” 
She 
led him into th e parlo r, fro m w hich the 
o pen w indo w s, shielded no w by d raw n 
sh u tte rs, gav e egress to th e re a r po rch 
w ith its ch airs a n d ham m o ck. 
“D ear, dear! 
Yo u fo o lish bo y , y o u ’re 
alw ay s in tro u ble, a re n 't y o u ? 
Y’o u 
really do n’t deserv e to be helped. W hy , 
y o u hav e av o ided m e fo r w eeks.” 
“T h e new a rra n g e m en t has sw am ped 
u s w ith w o rk. 
I h av e had no tim e to 
go o u t.” 
“ Indeed! 
Yo u had tim e to ru n a fte r 
th e first pre tty S panish face y o u saw .” 
“ Yo u m ean M iss G arav el?” 
“Yes. 
D idn’t y o u realize w h a t y o u 
w ere do ing?” 
“I realized w h a t I w as try in g to do . 
B u t I co u ld u n d e rsta n d be tte r w h at 
y o u a re talk in g abo u t if I knew ju s t 
w h a t th is difficu lty is.” 
“ W hy , 
th is 
silly 
‘en gagem ent’ 
o f 
y o u rs. 
D o n’t preten d to be so stu pid .” 
“ R am o n A lfarez be a rd th a t sam e re­ 
po rt an d v ery co u rteo u sly in v ited me 
to w a it a few m inu tes w hile he killed 
me. 
I t ’s trem endo u sly flatterin g to be 
linked u p w ith M iss G arav el, o f co u rse, 
bu t I h a v e n ’t asked h e r to m arry m e.” 
“ B u t y o u ’v e seen her. 
Yo u 
hav e 
called a t h e r ho u se.” 
“ Su re! 
T w ice, a t th e in v ita tio n o f 
th e o ld gentlem an. 
All the little G ara- 
v els w ere lined u p like m o u rn ers.” 
“ A nd y o u dined th ere last night. 
Is 
th a t all y o u hav e seen o f h er?” 
“N-no . 
I ’v e seen h er a t L as S av an ­ 
nas. 
T h a t's w hy I w ent h u n tin g so 
o ften .” 
A t th is co nfessio n, w hich K irk deliv ­ 
ered w ith sheepish relu ctance. 
Mrs. 
j C o rtlan d t d rew h erself u p w ith an ex ­ 
pressio n o f anger. 
“T h en th is has* been go ing o n fo r 
so m e tim e!” sh e cried. 
“ W hy , K irk , 
y o u n ev er to ld m e.” 
“ W hy sho u ld I?” 
She flu shed a t this u nco nscio u s bru - 1 
tality , 
bu t a fte r a m o m ent ra n o n 
brav ely ; “ B u t w hy did y o u let it go so ! 
fa r? 
W hy did y o u le t them co m m it ! 
y o u ?” 
“ Am I co m m itted?” 
H e r lo o k w a s h a lf o ffended, h alf in ­ 
credu lo u s. 
“A re y o u try in g to be dis­ 
agreeable, o r is it po ssible y o u d o n ’t 
kno w th e m eaning o f tho se in v itatio n s 
to call an d to d ine w ith th e fam ily , an d 
all th a t? 
W hy , they ex pect y o u to ! 
m a rry her. 
I t is all settled no w , ac­ 
co rding to th e S panish cu sto m . 
T he 
w ho le to w n Is ta lk in g abo u t it.” 
“ I ho pe y o u ’re no t jo k in g ,” said K irk. 
“Jo v e! 
I ’m 
kno cked 
clear 
o ff 
my 
pins.” 
A trem en d o u s w av e o f ex cite­ 
m ent su rg ed o v er him . 
“So th a t’s 
w h a t A lfarez m eant. 
T h a t’s w h a t § he 
m ean t la st n ig h t w hen she to ld m e to 
lo o k u p”— H e bro ke o ff su ddenly , fo r 
E d ith ’s face had go ne chalk w hite. 
“B u t. K irk, w h a t abo u t m e?” she 
asked in a stra in e d v o ice. 
Tty ere w as d e a th lik e silence in the 
ro o m . 
“ Yo u c a n ’t lo v e her,” said th e w o m ­ 
an. 
“ W hy , sh e’s o nly a child, and 
sh e’s—S panish.” 
T hey sto o d m o tio nless, facing each 
o ther. 
A t la st K irk said g rav ely and 
d eliberately : 
“Yes, I lo v e h er be tte r th a n a n y th in g 
in th e w o rld, an d I w a n t to m arry her. 
I co u ld giv e u p m y co u ntry , m y d ad — 
an y th in g fo r her.” 
P re ssin g h er glo v ed fingers to her 
tem ples, sh e tu rn e d h e r head blindly 
fro m side to side, w hispering as if to 
herself. 
“ W h at w ill beco m e o f m e?” 
“ D o n’t!” he cried in a panic and c ast 
a 
h u rried 
lo o k o v er his 
sho u lders. 
“ Yo u ’ll be o v erheard. 
W h ere’s C o rt­ 
la n d t? ” 
“A t his clu b, I su ppo se. 
I do n't I 
kno w —I—do n ’t care. 
Yo u ’v e been dis-1 
ho nest w ith me, K irk .” 
“ D o n 't a c t th is w ay ,” be o rdered 
ro u ghly . “I ’m terribly fo nd o f y o u , bu t 
I n ev er k new ”— 
“ Yo u m u st hav e kno w n.” 
“I knew no thing. 
I cho se n o t to 
think. 
W h at I saw I fo rgo t. 
I su p­ 
po sed y o u m erely liked m e as 1 liked 


MERRELL-SOULE 
Parisian Sage Stops Failing 
Hair 
and Itching 
Scalp 
Removes 
Dandruff Wifb One Application. 


If y o u r hair is to o thin, make it 
gro w. If it is to o dry and brittle, 
so ften it u p—lu bricate it. 
If 
y o u 
hav e dandru ff it is beeau se the scalp 
is to o dry and flakes o ff. Freshen u p 
the scalp and dandru ff wall go . 
Parisian Sage, alway s so ld by F. 
R. Jo hnso n & Co ., dru ggists, in 50- 
eent bo ttles, is ju st what y o u need 
to make y o u r scalp healthy and im­ 
mediately remo v e 
dandru ff—y o u r 
hair wav y , lu stro u s and abu ndant. 
Yo u canno t be disappo inted 
in 
Parisian Sage. 
It qu ickly sto ps 
itching head; 
cleanses the hair o f 
du st and ex cessiv e o il; 
takes a way 
the dry ness and brittleness; makes 
it seem twice as abu ndant and beau ­ 
tifies it u ntil it is so ft and lu stro u s. 
(Adv ertisement.) 


By 
REX BEACH 


Author of 


‘The Spo ilers/’ “The Barrier,' 
“The Silv er Ho rde/* Etc. 


LIKE MOTHER'USED TO MAKE” 
is made in a clean way amid clean su rro u ndings. 
Its v ery taste su ggests pu rity . 
Giv e y o u r family 
a 


Co py right, 1910, 1911, by H arper & 
Bro thers. 
it s a rare dessert this snappy 
weather. 
F ro m y o u r gro cer. 


\ m 
MERRELL-SOULE C O M P A N Y 
SYRACUSE- NEW YORK 
Makers o f Fo o d Pro du cts since 18 6 8 
“As fo r to night, do y o u a ttribu te any 
m eaning to m y fa th e r’s requ est th a t 
y o u dine w ith u s?” 
“O f co u rse. 
I t m eans I w a sn 't black­ 
balled a t th e first m eeting, I su ppo se.” 
She 
blu shed 
delig h tfu lly 
again. 
“ Since y o u are so ig n o ran t o f o u r w ay s 
y o u sho u ld in qu ire a t y o u r e arliest co n­ 
v enience. 
I Av o u ld ad v ise y o u , per­ 
haps, to learn S panish.” 
“ W ill y o u teach m e? I ’ll co m e ev ery 
ev ening.” 
She did n o t an sw er, fo r th e o ld lady 
began to sho w cu rio sity , a n d a co nv er­ 
satio n in S panish en su ed w hich K irk 
co u ld no t fo llo w . 
H e d eparted w ith a 
feeling o f ex altatio n . 
B ey o nd do u bt 
h is su it w as pro gressing—slo w ly , per­ 
haps, bu t still pro gressing. 
H is u n d e rsta n d in g o f S panish cu s­ 
to m s receiv ed a co nsiderable en larg e­ 
m e n t o n th e fo llo w ing day , w h en he 
m et R am o n A lfarez o u tsid e th e railro ad 
o ffice. R am o n h ad ev id en tly w aited pu r­ 
po sely fo r him . an d no w began to v o ice 
a pro test in th e g re a te st e x c ite m e n t 
“Yo u ’av e inso lt m e,” he cried fu ­ 
rio u sly , “an d no w y o u ’av e th e inso - 


H o w ’s This? 
W e o ffer One Hundred Do llars 
Reward fo r any case o f Catarrh 
rhat canno t be cured by Hall’s 
Catarrh Cure. 
F. J. CHENEY & CO.. To ledo , O. 
We, the u ndersigned, hav e kno wn F. J. 
Cheney fo r tl\e last 15 y ears, and believ e 
him perfectly ho no rable in all bu siness 
transactio ns and financially able to carry 
o u t any o bligatio ns made bv his firm. 
NATIONAL. BANK OF COMMERCE, 
To ledo , O. 
H all’s C atarrh Cu re is taken internally , 
acting ‘directly u po n the blo o d and m u ­ 
co u s su rfaces o f the sy stem. Testimo nials 
sent free. Price 75 cents per bo ttle. So ld 
by all Dru ggists. 
Take Hall's Family Pills fo r co nstipatio n. 


NOTICE 


On account of our Inability to arrange for a supply that we can 
recommend to our customers, we will not have Milk for sale after 
January 26. 
All bottles should be returned by that time in order 
to secure credit fcr them. 


Phone 1420 
Grocer 


% Div idends 
o n Sav ings 


Building Association No. 1C 
Open S atu rday fro m 6 to 8 p m 
Office a t Farm er« T rnat Co 


C O M B I N A T I O N S A L E 
Thu rsday , Jan. 15, 19 14, 


To be held at the Fair Grounds, consisting of 30 Chester White 
Brood Sows, ali bred, 15 registered and 15 eligible; 59 South 
Downs, all bred, and one Buck. A lot of good Horses and Jersey 
Cows. 
Anybody wishing to consign anything in this sale can 
do so by seeing the Secretary. 


J. H. BUSCHMOHLE, 
P. A. M ILLER , Treasurer. 
Care Grand Hotel 
CLEN 
M ILLER . Auctioneer. 


Sale Commences at 12 Gclcck. 
Mahin Electric Co . 


Sells “Fostoria" Mazda Lamps, 


Motors and Supplies. 
Shows 


Finest line of Electric Fixtures 


ever displayed here. 
Mahin Electric Co . 


Nex t do o r to I. 
& C. Tractio n 
Statio n. 


FARM LOANS 
Grav el Ro ad Bo nds Bank Sto ck 
A . C . B R O W N 


Over 
Aldridge’s 
Grocery 
g 


OOCOOOOOOCCOOOOG€XX)OGOOGGOOOOCOOOCOOOOOOOOOOOC 


Tractio n 
Company 
| 
Fire and To rnado Insurance 
| 
| 
ABSTRACTS OF TITLE 
§ 
FIDELITY and SURETY BONDS 
g 
jj 
BURGLARY INSURANCE 
§ 
| 
GEORGE W. OSBORNE 
f 


o 
305 Main St. 
Telephone 1336 
g 


OOOOOOOOOOQOOOOOOOOOOOOOOOOOOOOOOOOOOOOOOOOOOOOOOCOOO 


“Wake it yourself ready to fight to ­ 
morrow.” 


Ience to in te rfe re in my affairs.” 
H e 
pau sed d ram atically . 
“ M ake it y o u r­ 
self read y to flglit o u to m o rro w .” 
“ W h a t’s th e u se o f pu ttin g it o ff? 
I 
co u ldn’t m ake y o u r w eig h t in th a t 
tim e. 
I ’ll do it no w , if y o u say .” 
“No , no ! 
O n d erstan ’ w e shall fight 
like gentlem en. 
I shall keel y o u w ith 
an y w eapo n y o u prefer.” 
“ By Jo v e!” K irk ex claim ed in am aze­ 
m ent. 
“T h is is a challenge. Yo u w a n t 
to fight a du el! 
W hy , th is read s like 
a bo o k!” 
H e began to lau gh, a t w hich 
R am o n becam e w h ite a n d calm . 
“ L is­ 
ten ,” K irk w en t o n, “ I ’ll tell y o u w h a t 
w e’ll do ; w e’ll fight w ith fire ho se 
again. I su ppo se y o u w a n t sa tisfactio n 
fo r th a t du cking.” 
“I pre fe r to sho o t y o u , seno r,” th e 
o th er declared qu ietly . 
“T ho se m ar 
riage sh all n ev er o ccu r u n til first I 
w^alk u po n y o u r d ead bo dy . 
As m a tte r 
o f ho no r I o ffer y o u th is o ppo rtu nity 
biffo re it is to o late. 
All P a n a m a is 
speak in g o f th o se engag em en ts to Se- 
n o rita G arav el. 
Co me, th en , m u st I 
inso lt y o u fu rth e r? ” 


Decem ber 28 , 19 13 
AT BTJ8 H V H .I.E 
PASSENGER SERVICE 
W est Bo u nd 
E a st Bo u nd 
R 4 58 
1 37 
G 20 
*3 20 
5 37 
*2 59 
7 42 
3 42 
R G 37 
3 37 
*§ 20 
*4 20 
7 37 
+5 04 
9 42 
5 42 
+ 9 04 
5 37 
i 10 06 
f6 06 
9 37 
7 17 
11 42 
7 42 
*10 59 
9 37 
*12 20 
8 42 
11 37 
I I 00 
I 42 
10 20 
*12 59 
12 50 
E ight face, A.M. 
15ark face, F.M. 
•L im ited 
fCo nnersv ilie D ispatch 
R S tarts fro m R u shv iile 
Additio nal T rains A rriv e: 
Fro m iia i, 7 :37 and 11:37 . 
EX FB ESS 
SERVICE 
E x press fo r deliv er;» 
a t statio n s 
carried o n all passenger train s 
du ring the dav . 
T he Adam s im press Co . o perates 
o v er o u r lines. 
F H EIG H T SE&YSCE 
W est Ro land, Lv 10:20 am ex . Su nday 
F a st Bo u nd, Lv 6 :00 am ex . Su nday 


Tells Ho w She W as Sav ed 
by Taking Ly dia E. Pink- 
harrv s Vegetable 
Co mpo und. 


Lo ganspo rt, Ind.— “ My baby was 
o v er a y ear o ld and I blo ated 
till I was 
T a burden to m y self. 
I suffered fro m fe- 
M 
male tro uble so I 
^ 
C0UI4 n°t stand o n 
J ^ 
yP : i my *eet 
an<5 1 fe1|t 
\ 
ip te i I * ^ e m il li o n s o f 
uesdles were priek- 
&j|f “ ig me all o v er. At 
w mK m! fm Iast my do cto r 
401(5 
M lif/n me that ail that 
M 
f l f / ( 
w°ul4 sav e me was 
/ 
/ 
r i 
l 
l 
\ 
an o peratio n, b u t 
this I refused. 
I 
to ld my husband to get me a bo ttle o f 
Ly dia E. Pinkham’s Vegetable Co m­ 
po und and I wo uld try it befo re I wo uld 
submit to any o peratio n. 
He did so and 
I impro v ed right alo ng. I am no w do ing 
all my wo rk and feeling fine. 
‘ ‘I ho pe o ther suffering wo men will try 
y o ur Co mpo und. 
I will reco mmend it 
to all I kno w.” 
— Mrs. D a n ie l D. B. 
D av is, 110 Franklin St.,Lo ganspo rt,Ind. 
Since we guarantee that all testimo ­ 
nials which we publish are genuine, is it 
no t fair to suppo se that if Ly dia E. 
Pinkham’s VegetableCo mpo und has the 
v irtue to help these wo men it will help ! 
any o ther wo man who is suffering in 
a 1 
like manner? 
If y o u are ill do no t drag alo ng until ! 
an o peratio n is necessary , but at o nce 
take Ly dia E. Pirtkham’s Vegetable 
Co mpo und. 
W rite to Ly dia E. Pink ham 
Medicine Co ., (co nfidential) Ly nn, 
Mass. Yo ur letter wil be o pened, 
reed and answered by a wo man 
and held in strict co nfidence. 


If It's a Co ld Yo u Hav e 
We Reco mmend 
RAYMOND ANTI-GRIP TABLETS 
If y o u will u se the cu re as we direct, there is 
no su ch thing as fail. 
The Ray mo nd Way is the Best Way 


E Y E , E A R , N O S E 
AUD THROAT. 


C H A P T E R X IX . 


“What About M e?” 
B 


IR R replied dry ly , lo o king th e 
S pan iard o v er w ith co ld blu e 
ey es. 
“ No ! 
I th in k y o u ’v e 
go ne abo u t fa r eno u gh.” 
“ Yo u riffu se!” ex claim ed R am o n tri­ 
u m phantly . 
“ Lo o k here!” said K irk. 
“ I ’v e had 
eno u gh o f th is.” 
H e ad v an ced th re a t­ 
eningly , a n d th e S pan iard nerv o u sly 
gav e w ay . 
“I do n’t fight du els. 
I t’s 
ag a in st th e law . 
In m y co u n try it’s 
a crim e to kill a m an in co ld blo o d, 
an d w e do n’t tie a fello w np an d beat 
him w hen h e’s helpless an d th en o ffer 
him th e ho no rable sa tisfa c tio n o f ei- 
th e ir co m m ittin g m u rd er o r being kill­ 
ed. 
T h ey ’re n o t w earin g du els th is 
seaso n.” 
H is h an d s clinched inv blu n- 
tarily . 
“ I do n’t w a n t to h u rt y o u , Al­ 
farez, bu t I m ay no t be able to help it 
if y o u do n’t keep o u t o f m y w ay .” 
H e left th e fiery little P an am an ian 
still sco w ling an d m u tte rin g th re a ts 
and w en t his w ay . w o ndering v agu ely 
ho w his a tte n tio n s to C hiqu ita h ad be­ 
co me so qu ickly kno w n. 
H e w as in ­ 
fo rm ed la te r in th e aftern o o n . 


KRYPTOK 


GLASSES FURNISHED 


DR. F. G. H A C K L E M A N 


“ Yo u say y o u did n ’t kno w . 
T hen 
w h at abo u t th a t aftern o o n in th e ju n ­ 
gle? 
Oh. y o u ’re no t blind. 
Yo u m u st 
hav e seen a th o u san d tim es. 
E v ery 
ho u r we’v e been alo ne to g eth er I’v e 
to ld y o u , and y o u let m e go o n believ ­ 
ing y o u cared. * I hav e no pride. 
I 
am no t asham ed. 
It's to o ,Jate fo r 
sham e no w . 
W hy , ev en m y hu sband 
kno w s.” 
W ith an ex clam atio n he seized her 
by th e arm . 
“ Yo u do n’t m ean th a t!” 
he cried fiercely . 
B u t she w renched 
herself aw ay . 
“W hy do y o u th in k I m ade a m an o f 
y o u ? 
W hy did I fo rce y o u u p a n d u p 
and o v er th e heads o f o th ers? 
W hy 
are y o u in line fo r th e best po sitio n o r 


I MONUMENTS! 
MONUMENTS! J 


| 
Our stock of monuments this season surpasses anything we have 
X 
| 
heretofore carried, embracing a neat selection from the modestly 
X 
X 
plain to the elaborately carved from model designs. 
f 
* 
The products from the numerous quarries in the Barre, Vermont, 
t 
1 
district vary, not alcne in color, but also in quality of stock. 
X 
.I 
Who selects yours? 
J . B. SCHRICHTE & So ns i 


*$• 
* {* 


DR. J . B. KINSINGER 
Osteo pathic Phy sician 
Office in Kramer Building, Rush- 
v ille, Ind. 
Outside calls answered 
and treatment giv en in the ho me. 
Office ho urs—8 :30 to 11:30 a. m.; 
1:30 to 4 :30 p. m. 
Phenes—Office, 15 7 8 ; residence 1231 
MTCo nsultatio n at o ffice free-tR | 
Buy Adv ertised Articles 
Look around for something to sell 


during “Want Ad" Week. 


Tuesday Evening. January 13. 1914. 
THE DAILY REPUBLICAN 
PAGE SEVEN 


in Ail Matters 


having to do with the transfer or pay ment of money , in large or 
small amounts, y ou should make use of our facilities and eq uip­ 
ment, and have a complete record of the transaction and a legal 
receipt for pay ment made. 


The added safety and convenience of a checking account at this 
bank appeals to the man who is thoughtful in handling his income. 
Rushville National Bank 


Northeast Corner Main and Second Streets. 


X m as is over and a thing of the past, but 
CLARKS 
PURITY 
FLOUR 
is like Gold Dollars alw ay s in dem and and 
if not already a csutom er begin the New 
Year right by using C lark’s P urity Flour, 
the Flour that satisfies, costs a little more, 
but w orth the difference. 


, 
1 
. 
X - 
- . T. . T . . X . ^ T , 
* X I l S T T T T T T T T t T T 
4* 
4* 
Co unt? J Qrto s 
*f* 
4* 
4* 
4*+4**i*4*4*4*4*4*4*4*4*4*4*4*44 
Glenwood. 


A s So lid A s Oak 


Your shoes are as solid as oak 
after we finish repairing them. 
Couldn't be otherwise. 
Consider­ 
able care, coupled with A-Num- 
ber One leather can produce but 
one result. Give us a trial. 


A L. T. SIM M ES, 
216 N. Main Street 


Shining Parlor in Connection. 


The Ladies 
of 
the M. E. church 
wifi give an oy ster and ice cream 
social in the Mingle hall of the place 
on Thursday evening, Jan. 15th. 


Sam I). Turner, who was threat­ 
ened with pneumonia, 
is 
up 
and 
around. 


Mr. and Mrs. Frank Billingly of 
near Anderson were guests of Mr. 
and Mrs. Edgar Noble and Mrs. Es­ 
ther Kinder. 


1 he Odd 
Fellows 
of 
Gtenwood 
lodge installed the following officers: 
N. G., Oliver Mingle; 
V. G., Martin 
B. 
W right; 
recording 
secretary , 
Geo. C. Jones; financial secretary . 
John F. M apes; treasurer, 
H. 
E. 
Daubenspeck; trustee for 3 y ears, 
Otto Cameron. 


The lion. Order of Button Busters 
in connection Witli the Bed Men am 
Odd Fellows will give an ice cream 
supper in the 
near 
future. 
There 
will be an address before the ban­ 
q uet. 


The Boy Scouts have secured the 
basement of the school building for 
their ex ercises. 
They meet on Mon­ 
day evening. 


week in Indianapolis the guest of 
Mr. and M 
. Geo. Sparks. 


T1 
Ik 
» mock Tribe of Red Men 
will give their annual banq uet for 
the members and their families on 
Wednesday evening. Jan. 21. 


M r s . Mary Lefforge spent Sunday 
with Mrs. Ida Davis and family . 


Frank Reed was in 
Indianapolis 
last Thursday on business. 


OOOOOOOOQQOOOOOOQOQQOOOOOQOCQOQOOOQQOGOOQOOQOOOOQOOQO 
THE 
M A D D EN 
BROTHERS 
CO. 
Machinists 
REPAIR 
WORK 
IS 
OUR 
SPECIALTY 
Have y our old Machinery repaired and made good as new. Steam 
and Gas Engine Repairing a Specialty . 
Call and see our St. 
Mary s Semi-Automatic Gas and Gasoline Engines before y ou 
buy . 2$, 4 and 7 horse power 
BUILT FOR HARD SERVICE ON THE FARM 
• 
We 
Grind 
and 
Sharpen 
Lawn 
Mowers, 
Mowers, 
Sickles, 
Plow Points, Cutter Knives, Etc. 
Phone 1632 
517-519 West Second Street 


*-?OGOGOOGOCC*OGOOOOOCOGCXX>OCOOOOOOOGOOOOOOOOGOOOOOOOOOO 


Mr 
have 
lier. 


. Matney is q uite sick. They 
secured a nurse to 
care 
for 


A Hinchman 
room in which 
room. 


has 
a 
remodeled 
lie conducts a poo 


Bo thered by Co lds o r Cro up? 
Present Co upo n to Druggist 


Go o d fo r One 2 5 c Package Free o f the N ew “ Ex ­ 
ternar’ Vapo r Treatment, That Reliev es Co lds 
Ov er Night—Cro up in Fifteen Minutes. 


Applied Over Throat and Chest, It Is 


inhaled as a Vapor and Absorbed 


Through the Skin. 


The doctors are having plenty to 
do in caring for their patients. 


W ashingto n. J an. 13.— Im po rtant de­ 
v elo pm ents bearing upo n the m anage­ 
m ent o f the federal priso n at Atlanta, 
are ex pected in W ashingto n. 
Friends 


Mr 
ark did tly pii 
tv seat. 


Arrangements have been made for 
druggists to give away free a limited 


number of 25-cent packages of the 
new “ex ternal” treatment for all cold 
troubles, 
recently 
introduced here 
from North Carolina. 
A number of 
druggists have already received their 
shipments and are giving away free 
packages to their customers. If y onr 
druggist has not vet 
received his 
supply present this coupon at once 
and ask him to reserve y ou y our free 
package. 
As the free 
supply with 
caclUdruggist is limited, it is advis­ 
able to present y our coupon early . 
This new treatm ent, Vick’s “Vap- 
O-Rub” Croup and Pneumonia Salve, 
relieves croup and cold troubles by 
ex ternal application. 
There is 
no 
need to dose the stomach with injur­ 
ious medicines. 
Its use is especially 
recommended to mothers with small 
children, as 
Tick's 
“Vap-O-Rub” 
can be used a s often and as freely a s 
wished without disturbing the deli­ 
cate stomach of the little chaps. 
Apply Vicks over throat and chest 
in severe cases covering with a warm 
flannel cloth. 
The heat of the body 
releases soothing, antiseptic vapors 
re inhaled with every breath at 
the 


o f R epresentativ e W. S. Ho ward o f 
Geo rgia, who presented charges re_ j t h • -1 
M(‘Cam pbell and M rs. Lew- j fleeting bn the present co nduct o f the 
‘ 
; 
_ 
ho ppiim at th e co nn- 
Atlanta priso n, hav e urged him to take ! 
sam e time ^ L<‘^ s 
ap-O -R ub 
j up the questio n with President Wil-1 
absorbed thro ugh the skin, taking 
j ro nv It is alto gether pro bable that Mr. j out the tig h tn ess and so ren ess. 
Howard will act in acco rdance with 
_ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ 
this advice. 
Mrs. Nelle Ruff had a public sale 
on las'! Thursday which was wen 
attended and things sold very well. 
The sale amounted to 
about 
one 
thousand dollars. 


M rs . C. W . Mingle is q uite sic k at 
her home 
in Orange. 


For all bronchial 
and catarrhal 
trouble, sore throat, hoarseness and 
difficult breathing, this new treat­ 
ment will be found wonderfully - ef­ 
fective. 
It is a positive preventive 
of pneumonia in its early stages, 
and in advanced cases the medicated 
vapors inhaled 
loosen 
the phlegm 
and ease the difficult breathing. 
The local druggists are selling this 
new treatm ent in 25c, 50c and $1.00 
jars on 30 day s’ trial. 
With each 
purchase 
there i$ 
given a refund 
blank good for y our money back if 
y ou are not delighted with the re­ 
sults. 
Mothers especially should not de­ 
lay in getting their free packages. 
Remember, this coupon is good only 
if presented in person to y our regu­ 
lar druggist. 
No coupons presented 
by children will be honored. 
Among the druggists who are giv­ 
ing away free packages are the fol­ 
lowing; 
F. B. Johnson & Co., T. W. 
Lvtle and F. E. Wolcott. 


COUPON NO. 7. 


Good at y our druggist’s for 
one 25-cerit package of Vick’s 
“Vac-O-Rub” Croup and Pneu­ 
monia Salve. 
If y our druggist 
has given away all his free 
packages, try a 25-cent ja r on 
30 day s’ trial. 


N am e________________________ 


Address ____________________ 


i A d v e rtis e m e n t. > 


CHEEKY PROPOSITION 
IS FLATLY REJ ECTED 


W a n t A d D e p a r t m e n t 


Mr. and Mrs. Hugh Banks 
Sunday visitors in Glenwood. 


T. C. Rees of Indianapolis 
seen on our streets 
one 
day 
week. 


were 


wa 
la- 


Loan Shark King Must Serve 


His Fuil Term. 


Adv ertisements under 
this head are 
eharged fo r at the rate o f o ne-third cent 
per wo rd fo r each insertio n. 
The same 
Ad will be placed in the Indianapo lis 
fltar and Daily Republican at the co m­ 
bined rate o f o ne cent per wo rd. 
Fo und 
articles o f email v alue will be adv ertised 
free o f charge. 


FOR SALE—One Collie 
Dog. 
413 
North Sex ton street. 
2 6 2 t6 


W 
W 
S ^ 
^ 
N 
A ^ 
V V V V A ^ 
V W 
V V V V V V V V V V W 
V W 
V y , 
FOR SALE— One Kitchen 
Cabinet, 
one hot plate and one buggy . 
33 6 
East Ninth. 
202tl 


WANTED—A girl to strip tobacco. 
W ingerters’ Cigar si lop. 
26212 


CLOVER SEED—Cleaned Big Eng­ 
lish Clover seed for sale. I. M. Mc­ 
Carty , R. R. 10. 
Phone 3244. 
26 1tl2. 


W ANTED— Young man or lady 
to 
represent us. 
Nothing to sell. No 
soliciting — good 
commission— 
home work—Only one person ap­ 
pointed in each town. 
Give ref­ 
erences. 
Dr. Stiers & Co., 29 29 
Moore Ave., Indianapolis. 
20211 
*^« ^^A>VVVVWWVVVVVVVVVVVVVVVS^VV\ 
FOR SALE OR RENT—Main street 
property , 8 rooms and bath. 
All 
modern 
conveniences. 
Close 
to 
business. 
See 
G. 
W. 
Young. 
20214. 


W 
V V V V A ^ 
V > 
A A A A A A A < V N A A A A A A A ^ y V V W 
A A A A 
TOBACCO STRIPPER WANTED— 
Apply at P rinte Albert Cigar F ac­ 
tory . 
1003 North H arrison street. 
26 2tl. 
_____________ 


FOR SALE—Car load of coal $4.25 
per ton orders promptly delivered. 
Hay s Stafford. 
Phone 1701 
20 U0. 


WILL EXCHANGE—A 
full 
blood 
Buff Orpington cockerel for a cock 
of some breed. G. A. Spinks, Gen­ 
eral Delivery , Rushville. 
259 16 
'AA/'^VWWVWWWV'^WWW*VVWWW>/V 
WANTED— To furnish the 
abstract 
of title for y our property . 
Cole 
& Newkirk, 
Over Greek 
Candy 
Store. 
258 t0 


FOR RENT— Small grocery store in 
thickly 
settled part of Rushville. 
Apply to 
Dr. Gilbert 
331 North 
Main street. 
258 t8 


LOST— One 
Misses 
gold 
bracelet 
with initials IL M. 
Finder please 
notify M artha Moore, Glenwood, 
R. R. 28 . 
26010 


TEAM WORK- 
man wanted. 
259 t6. 


-work for team and 
Derby Green. 


WILL SELL 
old, well 
A black m i.’ 
iroke and souu 
-X y c; 
I. - F.ce 
Allerton son of 
Alle 
1st dam by Antiross, 
Wilks, 3d by 
Almort 
4th by Jot C.. 
Mar; 
Combination saie *r; 


ton., 
.'.1 by 
Allie 
Er tus wieg, 
will sell in 
iairg rounds 


FOR RENT— Furnished rooms 
with 
bath, rooms or light housekeeping. 
220 North Perkins. Phone 328 4. 
203tf. 


WANTED—Nurses at 
“Norway s” 
Sanitorium 
training 
school 
for 
nurses. 
Medical, surgical 
and 
special obsterical training. For in­ 
formation apply to 
the 
Superin­ 
tendent, 18 20 E ast 
Indianapolis, Ind. 
Tenth 
street. 
200t3mo. 


Thomas Heaton ol‘ Noble town­ 
ship transacted business with 
us one 
day last week. 


Following is a 
report 
of 
ti e 
M. E. Sunday school for the y ear 
19 13: 
total atendance 2.8 07; col­ 
lection $9 2.19 ; 
average attendance 
50; 
average collection $1.8 0; 
in­ 
crease in attendance-over y ear 19 12, 
18 8 ; 
increase 
in 
collection 
over 
19 12, $2.00. 


Mrs. Anne Baker will visit at Mrs. 
Walton at Hamilton, Ohio, 
for 
a 
few day s the latter part of 
this 
week, 


Messrs Hobbs, Stephens 
Sc Reed 
are cutting timber this week on the 
Mrs. Esther Kinder farm. 


Miss Maggie Laughlin is spending 
a few day s with her 
brother 
Dan 
Laughlin and family . 


Frank Alex ander is very sick at 
his home on sectionline street. 


C. W. Mingle b 
in Orange. 
very sick at home 


Miss Nelle Retherford and Miss 
Mary llouehins, two teachers of our 
school were entertained recently by 
Mr. and 
Mrs. Dan 
Laughlin 
and 


Albany , N. Y., J an. 13. — D eclaring 
that a m illio naire co nv ict sho uld re­ 
ceiv e no m o re co nsideratio n than a 
paui>er co nv ict, Go v erno r Gly nn has 
flatly denied the applicatio n o f Dan­ 
iel H. To lman, the lo an shark king, 
that he be reliev ed fro m serv ing the 
two m o nths and a half balance o f his 
sentence in the i>enitentiary o n Hart’s 
Island if he agreed no t to co llect usu­ 
rio us interest o n $5 00,000 in no tes. 
In 
deny ing 
the 
applicatio n 
Go v erno r 
Gly nn 3aid: 
“ It wo uld take fro m no w until the 
term inatio n o f To lm an’s sentence and 
ev en lo nger, to learn ho w m any peo ­ 
ple wo uld actually benefit by the pro ­ 
po sed destructio n o f no tes. 
The ac­ 
ceptance o f such a pro po sitio n wo uld 
o pen the way fo r men o f m eans to se­ 
cure a pardo n that is no t o pen to po o r 
men. 
1 kno w o f no reaso n why a mil­ 
lio naire crim inal sho uld be treated any 
differently than a pauper crim inal.’’ 


family . 


January 15. 
Henry Clevenger. 
20112. 


FOUND—A low rate of interest for 
y our farm loan. 
Cole & Newkirk. 
258 16. 


FOR RENT—Four room house with 
bath, 422 North Julian street. » See 
Ferd Retherford at Mulno’s Store. 
253tf. 


FOR TRADE—One Easy loader M a­ 
nure Spreader, new, 
one 
Racine 
Salterly Company 12 
inch 
gang 
plow, one New Johnson Binder, one 


FOR SALE— “Favorite” 
stove, 17-inch fire pot 
used. Reasonable. 
North Perkins. 


hurd 
coal 
-very little 
See it at 1011 
250tf 


Johnson new 5 foot mower,. one 30 F0R SALE—A Buiek ten, Four Pas- 
foot Butler derrick and Windmill. 
W ant 6 to 8 y ears old work horse. 
E. A. Lee. 
26013 


senger. 
Max well, Two passenger. 
Premier, Model 24. 
Uwanta Ga­ 
rage. 


Orange. 


Mrs. Ora 
My ers 
of 
Pendleton, 
Ind., is visiting her brother. 
W alter 
Mingle and family . 


Pleas Davis left Monday evening 


for Mobile! Alabama, for the benefit 


of his health. 


Phillq 
were 


Saturday . 


Dr. and Mrs. W. R 


Indianapolis visitors last 


Mrs. C. M. Mingle who 
h a s been 


sick for some time is very low. 


Mr. and Mrs. W alter Barnes of 


New Salem >j» cnt Sunday with her 


mother Mrs. M artini Bever. 


Mrs. Wilson Stew art 
and 
Mrs. 


VICTIM OF MADDENED DEER 


Ag ed Game Keep er Gored to Death in 


Hawley Deer Park. 


Baby lo n, L. I., J an. 13.— In a desper­ 
ate fight with a herd o f maddened deer 
led by a huge antlered buck, Patrick 
Ho ran, a keeper o f the deer park o n 
the late Edwin H aw ley ’s estate at 
W est Islip, w as go red , to death. 
No 
o ne saw the battle, but a blo o dstained 
pithefo rk, a bro ken club, gro und to rn 
up fo r m any ro ds and blo o d dripping 
wo unds o n the deer them selv es, were 
mute w itnesses to the terrific struggle 
the aged man put up fo r his life. 


Rbeuma Will Sto p 
Uric Acid Depo sit 


Rheumatic 
Complications 
Checked 
and the “ Human Sewers” 
Restored. 


The Kidney s, Bowels and » Skin are 


the “human sewers” which carry off 
the impurities in the blood. 
When 
these are clogged Uric Acid sediment 


lo d ge s in the muscles and joints and 
Rheumatism follows. 
RHEUM A, the 
great remedy for all forms of the 
terrible disease, checks the deposit 
of Uric Acid. 


“I suffered from Rheumatism fori 
six y ears. 
Tried different 
doctors, 
with no relief. 
I have taken 
three 


b o ttl e s of E ll HUM A and am entirely 
free from the disease.”—P. W. Mil­ 
ler, Uatawissa, Pa. 
F. B. Johnson Sc Co. will return y our 
money if it fails; 50 cents a bottle. 
(Advcrtif>ea)<’Qt.) 


Why Go Elsewhere and Pay More 


When You Can Buy For Less at the 


O neai’s Cash Sto re 


24 lb. O. K. Flour, ______________ 
55c 


Navy Beans per It). ___________ 
5c 


Potatoes a p e c k _ 
25c 
» •'weet Oranges per dozen. ______ 
I5c 
3 Box es M a tc h e s______________ 
I Oc 


25 tbs. Sugar 
_______________ 
$1.20 


FARMERS— We Pay Highest Price 
For Your Produce. 


The Only 
Store That 
Money is 
Saees You 


Oneal Gro cery Co . 


Phone 1326 _________ 
028 N. Sex ton 


The H ay tian rev o lt is spreading all 
o v er the black republic. 
It lias reach­ 
ed ev en the capital and it is said that 
the O restes Administratio n canno t last 
mo re than a few w eeks. 


Pro bable Actio n in Thaw Case. 
New Yo rk, J an. 13.— W illiam Trav ­ 
ers J ero m e, discussing the Tbaw case, 
said that he is no w co nv inced the m at­ 
ter will ultim ately reach the supreme 
co urt 
o f 
the 
United 
States. 
This 
m eans that Harry Thaw canno t be re­ 
turned to M atteawan fo r fiv e y ears, if 
ev er, and that in the m eantim e he y /ill 
be in federal custo dy and pro bably o ut 
o n bail to do and act as he pleases. 
The seapo rt o f Callao , Peru, was in­ 
undated by a tidal wav e, acco m panied 
by an earthquake lasting 55 seco nds. 
No lo ss of life is repo rted. 


mYs. Austin's 
famous 
pancakes 
make a really delicious whclesome 
breakfast. 


Perhaps you want to buy some- 


Nctice o f Final Settlem ent. 


Notice is hereby given to the credi­ 
tors, heirs and legatees of George G. 
Maiizv, deceased, to appear in the 
Rush Circuit Court held at Rushville, 
Indiana on the 17th day of January , 
19 14, and show cause, if any , why 
Final Settlement Accounts with 
the 
estate of said decedent should not be 
approved; and said heirs are notified 
to then and there make proof of heir­ 
ship and receive their distributive 
shares. 
W itness 
the clerk of said 
Court, 
this 23d day of December, 19 13. 
ARIE M. TAYLOR. 


Clerk, Rush Circuit Court. 
B. F. Miller, Attorney s. 
Dec. 23-30JanG-13. 


PENCIL SCRATCH TABLETS—The 
Republican Company lias a limited 
supply of pencil scratch tablets, 
4x 7, 100 s h e e ts t,o pad, they will 
close out at 3 for 5c. or 7 for 10c. 
Read all the “ Want Ads” during 
•Want Ad” Week. 


Which 
We Claim to Be 
Of Any Gei-Rich-Quick Intent or 
Exorbitant to Be. 
Our Go o ds in Price 


Are Rated Low 
In Quality— Rated High 
And that is why we ask you all 
To come Here when you buy 


GREAD. 
BUNS, 
PIES, 
CAKES 
Or Anything £ lse that Bakers Bake. 
ORMES BAKERY 
Or A. L. Aldridge, Court House Grocery , Con- 
roy ’s Restaurant, Sharp Meat Market, O’Neil 
Bro*. 
Char lee Berry , B. A. 
Black, Merrill’» 
_______________________ 
' Grocery , Jennie Foulon, W. Richter, Serenth 
. 
Street Grocery , 
Perry ’s Grocery , 
W agoner« 
Smoke FAIR PROMISE 5c Cigars I Grocery , Lige Hankin» , Max Goldatein. 


236 tf Burt Moore spent a few day s of last thing during “ Wailt Ad” Week. 


Pure Bred Stock and Farm Sales Real Estate and Merchandise 
Call or Write For Dates 
C la re nc e G. C a r r 
Auctio neer 
Falmouth Phone 
GLENW00D, IND. 


\ i > 
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BUIS ELECTED M O BE 
SAVE RELICS GF 


No Changes Made in Directorship of 


Three 
Rushville 
Banking 


Houses at Meetings 


F A R M E R S 
ELECT TH U RSD A Y 


Presidents and Other Officials Re­ 


main Unchanged For Another 


Year— Trust Company Same. 


Th e Natio n al b an ks o f th e city 
h eld th eir an n u al electio n s o f o ffic­ 
ers to day , 
t h ere were 
110 ch an ges in 
th e o fficers o r directo rs o f th e th ree 
n atio n al b an ks. 
Th e Farm ers Tru st 
co mp an y will h o ld its directo rs meet­ 
in g Th u rsday . 
Th e Peo p les* Natio n al b an k 
an d 
th e Peo p les Lo an an d Tru st co m­ 
p an y also made n o ch an ges in th eir 
electio n s. 
Th e o fficials o f th e b an k 
are as 
fo llo ws: 
Earl H. Pay n e, 
p residen t; 
Ch arles A. Mau zy , v ice- 
p residen t; 
Ralp h 
Pay n e, cash ier; 
Carl Web b , assistan t cash ier; 
Miles 
S. Co x , teller; Glen E. Fo ster, b o o k­ 
keep er; 
an d Emo ry Bin fo rd, b o o k­ 
keep er. 
Th e directo rs are as fo l­ 
lo ws: 
Jasp er P. Case; 
Ro b ert A. 
In n is, 
Ch arles A. Mau zy , 
Ralp h 
Pay n e an d Earl If. Pay n e. 
Th e fo llo win g is th e resu lt o f th e 
electio n o f th e o fficers an d directo rs 
o f th e Peo p les Lo an an d Tru st co m­ 
p an y : 
Earl If. Pay n e, 
p residen t; 
Ch arles 
A. Mau zy , 
v ice-p residen t; 
Ern est B. Th o mas, 
secretary , 
an d 
Ralp h Pay n e, treasu rer. 
Directo rs: 
Ro b ert A. In n is, Ch arles A. Mau zy , 
Ern est 
B. 
Th o mas 
an d 
Earl 
II. 
Pay n e. 
No ch an ges are n o ted in th e p er­ 
so n n el o f th e o fficers o f 
th e Ru sh 
Co u n ty Natio n al b an k, wh ich h eld its 
an n u al electio n at th ree o ’clo ck th is 
aftern o o n . 
L. Lin k remain s p residen t, William 
E. Hav en s, 
v ice-p residen t, 
Lewis 
Sex to n , cash ier, B. L. Trab u e, as­ 
sistan t cash ier, 
Herb ert 
C. Flin t, 
b o o kkeep er an d Gu rn ey Co h ee, as­ 
sistan t b o o kkeep er. 
Th e directo rs, 
b esides ME Lin k an d Mr. Hav en s, 
wh o were re-elected to day , are 
as 
fo llo ws: 
T. A. Jo n es, Clau de Cam- 
b ern , Jo h n K. Go wdy , Will M. Sp arks, 
J. C. Sex to n an d Ben L. Smith . 
Neith er were th ere an y ch an ges in 
th e o fficials o f th e Ru sh v ille Natio n al 
b an k, wh ich 
elected 
o fficers th is 
mo rn in g at elev en o ’clo ck. 
Th e d# 
recto rs re-elected are: 
Alb ert Win - 
sh ip , To m Mu ll, Do ra Ab ercro mb ie, 
Alv an Mo o r, T. M. Green , 
J. 
M. 
Amo s an d Jo e Co win g. 
Alb ert Win sh ip remain s p residen t 
o f th e b an k an d To m Mu ll v ice-p res­ 
iden t; 
Wilb u r Stiers is th e Cash ier, 
Ilen ry McGu ire, 
assistan t 
cash ier, 


M is s An n a Bo h an n o n 
an d Fran cis 
Mo o r, b o o kkeep ers. 


STOCK AND POULTRY THEFT 


Farmyard Raiders in Brown County 


Make Numerous Calls. 


N ash v ille. In d., Jan . 13.— T h e th e ft 
o f sto ck an d p o u ltry an d th e d e stru c ­ 
tio n o f p ro p erty in H am b len to w n sh ip , 
th i3 co u n ty , h as cau sed m an y p erso n s 
liv in g th e re to b eliev e th a t th e th iev es 
th a t h ad a ren dezv o u s in a cav e a few 
y ears ago h av e ren ew ed activ ities. 
W illiam W . W h eeler h as ch ased p er­ 
so n s aw ay fro m h is b arn sev eral tim es 
an d a t o n e tim e sh o t a t a m an h e saw 
carry in g a n u m b er o f ch icken s. 
Im ­ 
m ed iately a fte r sh o o tin g a t th e m an . 
W h eeler say s h e h eard a gro an . 
T h e 
m an escap ed. 
Jo h n B ix ler m et sev ­ 
eral m en c arry in g a n u m b er o f ch ick­ 
en s. 
C h arles E n g als say s th e gan g 
called h im to th e do o r to ask w h ere 
th e ch icken co o p w as. 
E n g als to ld th e 
m en th a t h e did n o t raise ch icken s. 
A h o rse o f Mr. E n gals is m issin g an d 
h e b eliev es it w as sto len b y th e m en 
wiio called h im to th e do o r. 


DISRUPTED 
CONGREGATION 


Ministers at Muncie Come to Conclu­ 


sions on a Personal Question. 
M u n cie, In d.. Jan . 13.— L ew is M u r­ 
p h y an d Jaco b L. B ridget, m in isters, 
w ere fo u n d g u ilty o f a ssa u lt an d b at­ 
te ry b efo re Ju stie c o f th e Peace Co o n s 
h ere, fo llo w in g a figh t in w h ich th e 
tw o en gaged o n New Y ear’s day . 
Ac­ 
co rdin g to th e ev iden ce, B ridget, in th e 
p resen ce o f m em b ers o f th e H o m e M is­ 
sio n co n gregatio n , m ade th e rem ark 
th a t L ew is’s w ife w o re u n clean clo th ­ 
in g. 
T h e tw o en gaged in a figh t, w ith 
th e re su lt th a t B rid g et b ro ke all rec­ 
o rd s fo r 100 y ard s w ith L ew is in fu ll 
p u rsu it w ith a p av in g b rick in « ach 
h an d. 
. 
> z & J " 


mí 


This is Tantalizing Question Which 


Has Social Set in Washington 


All Fussed Up. 


I 
----------- 


TH E F IR ST W ILSO N FUNCTION 


(B y United Press.) 


W ash in gto n , Jan . 13.—Presiden t 


Wilso n to day 
n o min ated Jo h n 
F. 
Williams, n o w assistan t secretary o f 


th e treasu ry , to b eco me co mp tro ller 
o f t h e cu rren cy . 


With a h ealth glo w in h is ch eeks, 
th e Presiden t 
arriv ed 
to day an d 
tackled a mass o f p ro b lems. 
At th e 
regu lar cab in et meetin g was discu ss­ 
ed a ten tativ e p ro gram o t* th e sp ecial 
a d d r e s s to b e deliv ered b efo re Co n ­ 


g r e s s b y Presiden t Wilso n p ro b ab ly 
n ex t week. 
W h eth er th e tan go an d ch amp agn e 
p u n ch will b e o n th e p ro gram at th e 
Presiden t’s recep tio n to th e dip lo ­ 
m ats in W ash in gto n n ex t week, th e 
first fo rmal fu n ctio n o f th e Wilso n 
admin istratio n , h as ev ery o n e 
g u e s s ­ 
in g. 
Th o se wh o recall similar ev en ts 
du rin g p rev io u s adm in istratio n s re­ 
call th ere was p len ty o f tu rkey tro t­ 
tin g an d ch amp agn e. 


PRESIDENT’S RETURN 
. TO THE WHITE HOUSE 


Executive Greatly Improved By 


Southern Trip. 


W ash in gto n , Jan . 13.— In b e tte r p h y ­ 
sical co n ditio n th a n a t an y tim e sin ce 
h e receiv ed th e n ew s o f h is n o m in atio n 
to th e p residen cy , P re sid e n t W ilso n , 
clear-ey ed an d b ro n ze-ch eeked, re tu rn ­ 
ed to day fro m h is first v acatio n . 
E n ro u te th e p re sid e n t to ld th e n ew s­ 
p ap er m en w h o acco m p an ied h im th a t 
h e h ad fram ed h is ad d ress to co n gress 
o n th e su b ject o f legislatio n lo o kin g 
to th e fu rth e r cu rb in g o f th e m o n o p o ­ 
listic ten d en cy in g re a t in d u strial af­ 
fairs. 
T h e ad d ress w o u ld b e rev iew ed 
an d in it3 p re se n t fo rm w as su b je c t to 
m in o r m o dificatio n s. 
T h e m a tte r o f 
its p rese n ta tio n to th e m ajo rity lead­ 
e rs o f co n g ress b efo re its p u b lic deliv ­ 
ery wo u ld, h e said, dep en d o n la te r a r­ 
ran g em en ts. 
F u rth e r, th e p resid en t 
said th a t h e h ad read th e p ro jected b ill 
fo r th e esta b lish m e n t o f th e ru ral cred ­ 
it sy stem . 
T h e b ill in th e m ain , h e 
said, h as Lis te n ta tiv e ap p ro v al. 
T h e n o rth w ard jo u rn ey w as p u n ctu ­ 
ated w ith ch eerin g an d h an d sh akin g 
a t th e G eo rgia an d So u th C aro lin a sta ­ 
tio n s, a t w h ich th e sp ecial sto p p ed to 
ch an ge en gin es. 
T h e m o st e n th u sia s­ 
tic g re e tin g s w ere receiv ed a t S p ar­ 
ta n b u rg an d G reen v ille, S. C. A t m o st 
o f th e sto p s M rs. W ilso n also ap p eared 
an d assisted th e p re sid e n t in th e im ­ 
p ro m p tu recep tio n s. 
T h e o n ly p o in t 
a t w h ich th e p resid en t step p ed fro m 
th e tra in w as a t A tlan ta, w h ere h e 
en jo y ed a stre tc h an d a tw en ty -m in u te 
co n stitu tio n al in th e train sh ed . 
A t 11 o ’clo ck th e p re sid e n t laid th e 
ro u gh d ra ft o f h is sp ecial m e3 sage to 
co n g ress o n a n ti-tru st e n actm en ts b e­ 
fo re th e cab in et. 
In th e p re sid e n t’s 
ab sen ce a su m m ary o f 
all p en din g 
a n ti-tru st b ills h ad b een p rep ared fo r 
h im b y A ssista n t A tto rn ey G en eral 
To dd. 
It is u n dersto o d th a t co n serv a­ 
tio n will b e th e o u tstan d in g c h a ra c te r­ 
istics o f th e p re sid e n t’s a n ti-tru st m es­ 
sage. It is ex p ected th a t th e sam e will 
b e tru e o f th e reco m m en datio n s w h ich 
th e a tto rn e y g en eral will m ake a t le a st 
as far as ch an g es in th e S h erm an a n ti­ 
tru s t law a re co n cern ed. 
U n til P re si­ 
d en t W ilso n sp eaks o u t o n th e su b ject 
th e a n ti-tru st p ro gram 
w ill n o t b e 
fram ed in co n gress. 
So m e D em o crats 
o p p o se actio n , w h ile o th e rs ad v o cate a 
c o n serv ativ e co u rse. 


FARMERS ADMIT SHOOTING 


Say They Caught Their Victim Trying 
to Steal Horses. 
In dian ap o lis, Jan . 13.— T h e b o dy o f 
an u n iden tified m an , rep o rted to h av e 
b een sh o t w h en cau g h t stealin g h o rses, 
w as fo u n d tw o m iles w est o f L aw ­ 
ren ce. 
T h e b o dy w as taken to L aw ­ 
ren ce, b u t effo rts to id en tify it p ro v ed 
fu tile. 
Tw o farm ers, n am ed L y le an d 
C u rtis, 
su rren d ered , 
ad m ittin g 
th a t 
th ey fired th e fatal sh o ts, an d wrere 
b ro u g h t to In dian ap o lis p en din g an in ­ 
q u iry . 
B o th L y le an d C u rtis fired a t th e 
m an , b u t n e ith e r kn o w s w h ich o n e 
fired th e sh o t th a t killed h im . 
C u rtis 
an d Ly le w ere n o t lo cked u p . 
T h e dead m an w o re sev en sh irts, a 
w h ite sw eater, co at, co rdu ro y tro u sers, 
lo w -cu t sh o es an d sp ats, an d h e h ad 
th e le tte rs “ E. S.” tatto o ed o n h i 
3 
rig h t arm . 
H e w as a m an ab o u t tw en ­ 
ty -sev en y ears o ld, w eigh ed 17 0 p o u n ds, 
sm all h ead, b lack h air, p u g n o se an d 
ligh t b ro w n ey es. 


Look around for something to sell 
during “Want Ad” Week. 


Co ntinued fro m Page 1. 


“It’s n cro o ked sh u tt’e v n en all o f 
t lie» rest o f th em were straigh t. 
Jt 
h as b rass en ds th at :n ad *. th e o p ­ 
eratio n easier.” 
A graftin g o u tfit wh ich Freeman 
Elsto n u sed fo r man y y ears was o n e 
o f th e relics p laced 01: sale. 
Mr. 
Dav is sav ed th e mallet o u t o f :lie 
o u tfit as a rememb ran ce, 
it is as 
h eav y as lead, h u t Mr. Daw 
a as 
b een u n ab le to fin d th e kin *, o ! wo o d 
it is made fro m. 
Th e Elstu n h o mestead is p ro b ab ly 
th e o ldest h o u se in 
R u s h co u n ty . At 
an y rate, th ere seems to h e n o d. u b t 
ab o u t th e fiv e east ro o ms 
o f 
t'>e 
h o u se wh ieh were 
first 
i fie 
o th ers were added in later y errs. 


Co n tin u ed fro m Page 1. 


ready to h e o ffered. 
He th en asked 
th e p eo p le in th e au dien ce if th ey 
were ready , an d if so , 
ready 
fo r 
wh at. 
To n igh t h e will sp eak o n th e 
su b ject, “Wh at th e 
Bib le Teach es 
Ab o u t th e Tru e Ch ristian .” 
Co ttage p ray er meetin gs were h eld 
th is mo rn in g with Mrs. W. J. Waite, 
5 28 No rth Mo rgan street, an d Mrs. 
A. W. Jamieso n . 321 West Sev en th 
street. 
To mo rro w mo rn in g th ey will 
b e h eld with Mrs. 
Do ra 
Edwards, 
812 West Ten th street, an d Mrs. Al­ 
b ert Co er, 5 23 W ater street. 


Alfred Flin t o f Clo v erdale, In d., 
h as co me fo r a v isit with h is mo th ­ 
er, Mrs. Mary Flin t o f No rtli Jack­ 
so n street. 


Th e Ep wo rth Leagu e o f th e Go w- 
dv M. E. ch u rch will giv e a literary 
p ro gram Th u rsday ev en in g, Jan u ary 
22. 
Ev ery b o dy is in v ited. 


Th ere will b e a called meetin g o f 
th e 
Py th ian 
Sisters 
W edn esday 
n igh t. A large atten dan ce is desired. 
Th e p u rp o se o f th e meetin g is to r 
p ractice. 


Th ere will b e an o y ster ice cream 
an d cake so cial 
at 
Min gle s 
h all 
Jan u ary 15 . giv en b y th e Ladies Aid 
so ciety o f th e M. E. ch u rch at Glen - 
wo o d. 


Th e teach ers an d o fficers o f th e 
St. Pau l M E. Su n day 
sch o o l 
will 
meet to mo rro w n igh t at sev en -th irty 
o ’clo ck at th e h o me o f Mrs. Ru sh G. 
Bu dd in No rth Harriso n street. 


Mo rto n Co n n er is p lan n in g an ad­ 
ditio n to h is cigar facto ry in No rth 
Harriso n street an d wh en th e im­ 
p ro v emen t is co mp leted th e p lan t will 
h e ab o u t th ree times its p resen t size. 


Officers o f th e Red Men ’s lo dge u t 
Falmo u th h av e b een in stalled 
a s fo l­ 
lo ws: 
W. 
S. 
Th o mp so n , sach em; 
Hu gh Wrigh t, sen io r sagam o re; 
M. 
E. Ch an ce, ju n io r sagam o re; 
Gu y 
Wiley , 
p ro p h et; 
Jess 
Rees, 
first 
san n o p ; 
Gu y Wiles, seco n d san - 
n o p ; 
James Redman , gu ard o f wig­ 
wam; 
Geo rge Taggo rt, 
gu ard 
o f 
tlie fo rest. A can didate was elected 
fo r th e ado p tio n degree at th e 
l a st 
meetin g. All memb ers are asked to 
b e p resen t fo r th e team to p ractice 
fo r th e wo rk Wedn esday n igh t. 


A L L 
WHO 
BECO M E 
M E M B E R S 
OF 
Our Christina s Sa v ing s Club 


During JANUARY will be Allo wed Interest 
fro m Ja nua ry 1 st 


Wh v n o t Jo in with th e Man y wh o h av e already Plan n ed fo r th eir 
Christma s o f Î9 1 4 


Th e 1 Cen t 
Class Pay s 
$12.75 


Th e 2 Cen t 
Class Pay s 
$25.50 


Th e 5 Cen t 
Class Pay s 
$63.75 
W e h av e o th er Classes to su it all Memb ers 


The Peo ples Lo a n a nd Trust Co mpa ny 
Rushv ille, Ind. 


“Th e Ho me Fo r Sav in gs” 


Send in your “Want Ad" at once 
for “Want Ad" Week.” 


Fo r the B enefit 
Of th o se wh o h av e n o t b een ab le to get o n e o f o u r .SLOGAN Blan ks 
W e wan t ev ery man , wo man an d ch ild in Ru sh Co u n ty an d v icin ity 
to write a SLOGAN. 
Fo r th e b est o n e o f wh ich we are go in g to 
giv e $10.00 in trade, V'Tat we w an t is a sh o rt catch y sen ten ce co n ­ 
tain in g n o t o v er sev en wo rds an d co n tain in g th e wo rd PENSLAR. 


FOR 
EXAMPLES 
1. Pen slar Remedies Keep Yo u Well. 
2. Pen slar Prescrip tio n s Prev en t Pain . 
W e wan t th e v ery b est SLOGAN th at we can get fo r we w an t it to 
u se in adv ertisin g th e o n e b est lin e o f Ho u seh o ld Remedies an d To ilet 
Articles. 
Ev ery o n e is en titled to write o n e SLOGAN Free o f 
Ch arge an d with ev ery PENSLAR p u rch ase y o u are en titled to an ­ 
o th er. 
In th at way y o u can w rite as man y as y o u like. 
If y o u b u y 
fiv e articles fro m th e PENSLAR lin e th at will en title y o u to write 
fiv e slo gan s b esides th e o n e y o u get free. 
W rite y o u r SLOGAN o n a sh eet o f p ap er an d sign y o u r n ame, p in it 
to th is add an d mail o r b rin g it to u s. 
Th e date fo r clo sin g th is 
co n test will b e an n o u n ced n ex t Mo n day . 
Get y o u r SLOGAN in th is week. 
W e h av e ju st receiv ed a fresh su p p ly o f PENSLAR W h ite Pin e an d 
Sp ru ce Balsam Co u gh Sy ru p , wh ich we Gu aran tee will sto p an y 
Co u gh — 
2 5 an d 5 0 Cents. 
The P E N SLA R Drug Store 
F. B. Jo hnso n & Go . 


Free Delivery 


Drugs, Wall Paper, Paints and Window Shades. 
Picture Framing a Specialty 
We give special attention to Parcel Post Orders. Try us Today. 
Phone 1408 


VÎT 
r; 
NQW 
ime 
Eco no mize 
Fin al Clearan ce o n All Su its, Co ats an d Fu rs. 


LADIES’ COATS 
Th e radical redu ctio n taken in I h is sto ck a f­ 
fo rds sav in gs th at sh o u ld n o t b e o v erlo o ked. 


Beau tifu l Black Po n y Co at, 
regu lar $5 0.00 v alu e n o w _ 


$7 5 .00 Natu ral Po n y Co at 
$29 .5 0 
$4 5 .0 0 


On e lo t o f last seaso n ’s Co ats so ld in a» reg­ 
u lar way fo r $10.00 to $25 .00, 
$0 O R 
y o u r c h o ic e 
______________________ 
iJIfciwU 


Unusual Offerin g 


LADIES’ SUITS a t $9.95 


New Fall Su its, regu lar $27 .5 0, $25 .00, $22.5 0 
an d $18 .00 v alu es, h av e all ex p erien ced th e 
same p rice cu t an d are y o u rs at less th an 


th e p rice o f th e material 
...............$9 .9 5 
No w 


FURS 
Prices Ra dica lly Reduced 


$4 0.00 Co o n Sets __________________ 
$19.95 


$35 .00 Blu e Wo lf Set ______________ 
$17.50 


All Sep arate Co llars in 
Black, 
Gray an d 
Bro wn , so ld fo r $1.5 0 to $15 .00 n o w o n sale 


at _________________________ 
H A LF 
P R IC E 


All o th er Sets a t________ 
O N E-T H IR D OFF 


Yo u r Ch o ice o f an y Ch ild’s Co at in th e sto re n o w at H A LF 
PRICE 


Velv ets a nd Plushes 


On e sp ecial lo t o f Velv ets an d 
p lu sh es, in b lu e, p in k an d tan , 
all o n sale n o w at a y ard 
2 3 c 


Silks a nd Messa lines 


Silks an d Messalin es, fu lP 36 
in ch es wide, man y go o d sh ades 
Regu lar $1.5 0 q u ality , a y ard 
79 c 


Silks a nd Messa lines 


Silks an d Messalin es, 27 in ch es 
wide, so ld as h igh as $1.00 a 
y ard, n o w o n sale at a y ard 
2 9 c 


Dress Go o ds 


On e lo t Plain an d Fan cy Dress 
Go o ds, 30 in ch es wide, regu lar 
5 0c an d 7 5 c q u ality , a y ard 
2 3 c 


Sp ecial lo t o f All Wo o l Dress Go o ds in p lain an d fan cy co lo rs, b ro wn s, tan s an d gray s, 
5 4 in ch es wide—v ery serv iceab le. 
To clo se th em o u t do u b le q u ick 
HALF PRICE. 


Successor to Kennedy & Casady. 
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